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YOURSELF AND YOUR CITY. 





AVE you ever stopped to consider just what 

you mean to your community or what part that 
community thinks you play in its general well being 
and progress? The fact is that a properly conducted 
plumbing and heating business means a great deal to 
the growth of a city and plays a most important part 
in the health of the individual citizens. But when the 
people of your community think of what they owe to 
the plumbing and heating and ventilating industry, 
do they think of you? 
authority to whom they can go when they want ad- 


Do they recognize you as an 


vice regarding their heating, plumbing and ventilat- 
ing problems? That is an enviable position to hold, 
but there are a great many plumbing and heating con- 
tractors who occupy just that kind of a position today. 
They have earned that reputation because they know 
their business thoroughly, they have studied it con- 
stantly, and by careful reading of trade papers, and 
other literature pertaining to the trade, as well as by 
close observation, they have kept in touch with the 
latest developments and general progress of the trade. 
Not only have they kept in touch with it themselves, 
but they have also kept their customers and others 
advised of this progress through advertising, by dis- 
plays in their show rooms and show windows, and 
by every other means at their command, including the 
taking of an active part in the civic affairs of the com- 
munity. 
obliged to do business strictly on a price basis. 


Men who reach such a position are not 
They 
know what it costs them to do business in the first 


place and insist on getting a fair return on their in- 
vestment and their own efforts, and they get it. 


SELL VENTILATING EQUIPMENT. 








HE ever increasing density of city populations 
and the growing realization of the importance of 
fresh air has greatly widened the demand for modern 
ventilating equipment. The constantly rising standard 
of living and the consequent desire for comfortable 
and even luxurious living and working conditions has 
also been a most important factor in opening up a 
big field for those engaged in the manufacture, sale, 
and installation of equipment designed to furnish 
fresh air of the proper temperature and with the 

proper amount of moisture content. 
A great many firms now use the fact that they have 
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installed equipment which maintains a certain fixed 
temperature and number of changes of air per hour 
Recently 
one of the world's largest newspapers used a full page 


in their advertising appeals for business. 


in telling its readers about the fact that in its down 


town ‘want ad’ department a new ventilating sys 
tem had been installed which keeps the temperature 
The 
system, as described in the full page advertisement. 
furnishes 8,000 cubic 


washed, 


at 70 degrees even in the hottest weather. new 


feet of air per minute that is 


purified, and refrigerated, and then gave a 
list of comments by customers who had visited the 
place. No doubt these expressions represented accu 
rately the those had 


building from the sweltering streets. Modern ventilat. 


opinions of who entered the 
ing science has made these things possible and their 
commercial advantages are quickly realized. People 
drift 


they may transact their business in comfort, therefore, 


naturally toward those establishments where 
many firms install modern ventilating equipment as a 
dividend producing investment as well as because of 
a desire to contribute to the comfort and welfare of 
their patrons. 

The market for ventilating equipment is constantly 
growing. Ihe wide awake progressive contractor 
can develop a great deal of most profitable business 
if he will point out to his prospects that properly ven- 
tilated buildings will result in the greater efficiency 
of their employes and increased business. It is a 


sound investment and should be pointed out to them. 


ABOUT SEVERAL THINGS. 


ee ene ee ae ee 


With the miners 
available, 


strikes pretty well settled, coal 
the But a 
shortage of cars due to the railroad shop men’s strike 


is again at least at mines. 
still seriously hampers the delivery of coal and the 
full resumption of business in many sections of the 
country. Possibly the federal injunction restraining 
the strikers from interfering with those who are taking 
the striking shop men’s places may have a salutary 
effect. 

Suburban districts without city water and sewer 
connections present excellent opportunities for the 
progressive plumbing and heating conractor, 
ticularly for the sale of water supply systems and 
Such sales not only mean profitable 


par- 


septic tanks. 
business in themselves, but also open the way for 


complete plumbing installations. 











“SERVICE” and SALESMANSHIP fhe 
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ASTER 


PLUMBER’S SUCCESS 


Wom. Malcolm, Progressive Master Plumber of Yonkers, N. Y., 
Whose Methods Have Attracted Considerable Attention, Believes 


That to Win Out Plumber Must Bear 
Mechanic 


That He Is Not a 


Constantly in Mind 


But a Real Business Man 


By Frank Wall 


¢4 QDERN plumbing is primarily a problem of sales 
manship. In the old days the plumber, doing 
a lot ot dirty and unpleasant work about a house, 
was often classed as a mechanic, and he accepted his sup 


posed rank; and because he accepted it, it became worse, until 


he got into the habit ot sitting in his store and waiting meekly 


until he was sent for. 


J 


“The modern plumber is changing all that. He i 


utitully designed bathroom 


ing his place of business with bea 
fixtures and otherwise making 

his place attractive. He is 
dressing well and only wear- 
ing his overalls when he needs 


And 


of all, he 1s develop 


them. most important 


change 
ing the salesmanship end ot 
his business by advertising, 
by circulars, by personal 
calls.” 

William 
prominent master 


Yonkers, N. Y., 


beyond his 


In these words 
Malcolm, 
plumber of 
and known far 
home city tor the originality 
of his methods and his abil- 
ity in tollowing them, ex- 
plains the secret of his suc- 
cess; and other members ot 
the plumbing traternity, read 
ing how he has built up his 
business, may well find some 
hints they can use to their 
advantage. 

William Malcolm 


sit around a dirty store in his 


doesn't 





overalls, waiting for people 


to send for him when they 
something. He has a 
stocked 
model of brightness and cleanliness. 
of whom more presently—and a 


want 
well store that is a 

He has a lady sanitary 
specialist and “salesman” 
lady bookkeeper, both of whom are very capable and know 
the business thoroughly. He dresses like a prosperous busi- 
ness man—and no doubt cashes in on his personal appearance 
—and he goes out and gets business. He doesn’t wait in for 


people to come and tell him what they want. He goes out 


and tells them what they want, 
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The William Malcolm Plumbing Establishment at 
Yonkers, , 


and then sells it to them. 


He is a firm believer in system. He goes through his 
records and finds out that certain houses or stores must be 
about ready for some overhauling or perhaps a better grade 
of fixtures, and he goes and puts it up to them. He hears 
casually that a man is doing well in his business and he goes 
and talks remodeled plumbing to him. 
Here for instance is a practical illustration of his selling 
A customer drove up the other day in a handsome 
car and began to talk bath- 
After in- 
specting two grades of baths, 
cheaper 


methods 


room equipment. 
he inclined to the 
one. 

“Is that your own car out- 
side?” said Malcolm. 

“Te. 
proudly. 

“What kind 1s it?” 

“A Hudson Six.” 

“Do you ever think of get- 


said the customer 


ting a Ford?” 

“No! I couldn't afford it. 
It would hurt me in my busi- 
My friends would think 
[ was broke.” 

“Do your friends visit you 


ness, 


at your house?” 
“Why, yes.” 
“Well, do you 
can afford to buy a 
bath? Won't that hurt you?” 
The fixture 
was ordered. 
Mr. Malcolm 
the fact that in making calls 
selling talk 
directed to the 
reasons. 
Now there are certain lines of plumbing equipment which 


think you 
cheap 
higher priced 


emphasizes 
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the plumber’s 
N. W. must be 


women, for obvious 


a lady doesn’t always care to discuss with a member of the 
other sex, and to meet this difficulty Mr. Malcolm has added 
Miss Marie L. 
considerable volume of business by personal calls on women 


to his sales force Harms who is getting a 


prospects. 
“I have been in this business all my life,” said Mr. Mal- 
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Showing the Arrangement of Mr. Malcolm's Showroow. nh 


colm, “as I see it, success 1s a question of having a tew well- 
thought-out lines of action and following them up with un- 
tiring energy. There is a lot of talk about the low status of 
the plumbing trade, but no trade is greater than the indi- 
viduals in it. If plumbers want to get more social recognition 
they must get it for themselves. They must neither cheapen 
themselves nor allow others to hold them cheaply. You had 


an article the other day pointing out that whereas the re- 


_— 


tailer merely sells goods, the plumber, like the doctor, is one 
of the guardians of the health of the community. 

“Dr. Stephen Smith, the 100-vear-old founder of the Public 
Health Bureau service, tells us that in the middle of the last 
century when he established the New York 
sureau of Health the most terrible epidemics 
raged throughout the city. If you go further 
back, you will read how in the middle ages 
Europe was ravaged by epidemics that carried 
off hundreds of thousands of people. It has 
been estimated that the Black Death in Eng- 
land in the 13th century killed something like 
one-third of the population of the country. 

“The development of public and private 
sanitation—which is the development of mod- 
ern plumbing—runs parallel with the almost 
total disappearance of epidemics, and certain 
diseases have been practically stamped out by 
modern sanitation methods. Assuredly the 
plumber has every right to be proud otf his 
trade, if anyone has. 

“In the first place, as I see it,” said Mr. 
Malcolm, “the plumber must like his work and 
appreciate its importance; and not only that, 
but he must make other people appreciate it, 
too. And then again he must refuse to get 
discouraged, no matter how slowly business 
may come along at first. A while ago I sent 
out a number of circular letters to people who 
had dealt with me previously; just ordinary 
letters, reminding them that I was still in busi- 
ness and mentioning one or two lines I was 
featuring just then. No results, it didn’t look 
as if there would be any, and then, just as 
I was making up my mind to it there came 


spaces. If the ad is well written, I think a 


plumber can get along all right with small 


| i i 
spaces Again | got just one order but in this 
4 + ‘ t eg } 
{ is i i i 2 
‘ q ’ | ? 1. 
() i Mr. M Im’s smalla was headed 
‘ ‘ ] ‘ sé % 
se , Sery f vith 2 ( id I CLIT That 
ss 
(11 feeliu gy Next f? ved (;ef rid of 
, | '* 
t + + red ree i ft) vy) ? L’ ~ LV ¢ ’ does 
it. 
~~) re . : a on - ] =~ 
ime situation 18 changed in regard to cit 
‘ , | 
cular letters and advertising now as certain 
manufacturers are supplving torm circulars 
+ } - ‘ " 41 - } , ’ . 
advertising ieir specialties and are also 
See . ’ . } ae e¢éece Teeer : 
Spcnaine freely mm the advertising coiumns oft 


uch national mediums as the Saturday Eve 
ning Post. It has been suggested that some 
tneans is needed to lnk up this advertising 
vith individual plumbers and it might be 


| : ‘ | 
worth while for such a man to mail copies of 


the maka; ¢ tO Ss customers with his own 
| 

name and address rubber-stamped across the 

5 . . 4 . > q 7 | r , 

iivertisement ot} plumbing Sper laities which 


me tCasiico 


+s > 1 
But greater than advertising or anv other 
medium is direct salesmanship. The plumber 
| ‘ 
1ust think out some good lines of. selling 


talk. Ifa man has a car, tell him that a new 
bath never needs new tires, never has a blowout or runs out 
of gasoline, never gets out ot fashion. Explain also to your 
customers how the cost of a remodeled bathroom, perhaps 
$500, when divided over the number of years it will continue 
to give service, is very small; and every dollar so spent will 
come back in improved health and business fitness; and bus: 
ness fitness in turn comes back in increased earnings. Empha 
size the advantage of attractive bathing facilities where there 
are children, particularly the shower, which all healthy chil- 
dren like immensely. 
“Then again, in estimating, I think it 1s a mistake to try 
always to bid cheaper than the other fellows. That method 





along one order tor $145. Another time [ was Being the Only Plumber to Exhibit at the Own Your Own Home Exposition, 
trying out newspaper advertising, just small Held in Yonkers, Mr. Malcolm’s Booth Had the Field to Itself. 








. _* . 
’ ‘ 
146 DOMESTIC 
| T ‘ 
| t t a ’ = \ I f Sa ct ’ ’ il i? t ic te 
: 
j , | Z , ! ’ ‘ + c ‘ 
? 
‘ . | ‘ 4 tc) ‘ , ‘ 7 
. ‘ 4 ‘ " ‘* 4 4 ary cre ’ 
’ ; ’ *.? ’ | ’ ‘ | , 
‘ r ‘ i ici¢ } 
‘ ' 4 
- t t + re yy trie tne ¢ ‘ \ 
lk * ‘ 4 r , . | itt , 
r 
‘ ¢ | 
, ‘ } t ' | 
; : } j 
; 4 } 
? I \f ‘ ’ { 
if ‘ tt ; i! aA i? i }¢ f 
‘7 

‘ | 4 t “il d t aes \¢ ind 

' 

* 





MALCOLM’S 


Ps UMBIN 
SERVICE 
THIS FAUCET 


FOR 
YOUR KITCHEN 
SINK 





BATH ROOM 
ACCESSORIES 


Largest Display In 
Westchester County 





4 | YOUR INSPECTION 
INVITED 


A STORE 
THE SERVICE 


7a 
THE PEOPLE pee RY ff oc 
v Se 277 South Broadway 
Yonkers, N. Y. 
PHONE 2459 consis von sn mune 


OF 





(pen + rvday and Seturday 


Evenings 


~~ ° ee 


In All of Mr. Mateolm'’s Advertisements He Emphasizes the 
Word “Service.” 
eut cy 1 ( ( VA‘ i St ( 
Vag t | if } (| 1 not ‘ » «l 
KI y tl trade to lose me tal re that 
| might 5 yt ittle below the market rate 
Another | t | | e to emphasize ts the importance 
orre time records. Of course we never pad a bill, but 
‘ an Unicel sos "4 Lenn 
ot of that f omes in and wants to Know 
how a certal irge Is ide up we bring it our records 
and csnow him ft exact rhe Tyre il (| material vith whi h 
he is charged. We're ne too busy to satisfy a customer 
‘SO much tor our method Ol indling our customers and 
our employes In a general way I regard the possibilities 
of the plumbing busine . carcely scratched As one ot 


SOK said a while ago, if all 


As 


| 
tion stopped tomorrow there 


lation execut! 


| . 
is enough plumbing 


work needed in present American homes to keep the traternity 
busy for ten years ahead The money is in the country all 
right. Too much of it 1s being spent in talking machines 
and automobiles and other luxuries | don't say anything 
awainst tt at VAV Ol spe | fr WOncy, but l at Sa ifs Hp to 


ot vital 1 


usimess, especia is hs odities are mportance 
to the healt! ind comfort ot the people. Only the other 
day some one stated the number ot millions of dollars being 
thrown into the gutter annually in tool investments. We ve 
yot to find those people who have money to burn, as the 
aying goes, and persuade them to burn some of it in bat! 


room equipment. 
‘There s 
neve! wh 


. ft : 
\ j Promise ‘ 


just one po 


said Mr. Malcolm, “ws 


it we cant lf we have anv doubt 


as to the delivery of material o1 say so and we warn 


the customer that there may be a little delay. If a plumber 


promises something right away and then stalls the customer 
day after day the latter is apt to get provoked, and it isn’t 
only that he is provoked, but he tells his friends about it. In 


| } +} ‘ leeer . - ' | “—s 7 ) — ’ 
this. as in other matters. the plumber must follow the Golde: 


° S| 
Che possibilities of success 


and | the 


Rule and he won't go tar wrong 


n this trade are as good any other suppose 
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and means of success are not much different. The sma 


WayS 
modern plumber doesn't sit back and wart tor customers 
goes out gunning for them and that to my mind is the 
pomt to bear in mind. 
It may be of interest m conclusion to state that Mr. M 
tr he importance » mned eindew ead ato 
City) STresscs time Importance my? a BCC C] \\ 1 eiqyyy tic ~S Ta) 


i splay, which he « hanges constantly. \t the time ot writ 
. . . ’ , | ? 
ie 1s show ne brass goods in the window and he make 


good showing, too, in spite of limited space 
he 


value and 


as in the window, shows particularly t 
the best look 
highest grade ot sinks, a toilet combination, and other plumb 
It 
i brisk demand fo: 


In the store, 


‘ . : 
rn ds w nie h rl attractive. 


vec 


my are shown, including a bedroom scale 


Mr. 


at 
| S| | 
aitnougn 


ixtures ma\ 


he noted th Malcolm is building up : 


he was told at the beginning that no on: 


wanted bedroom scales. Other features are a good sizec 


-~howcase ot brass goods and toilet seats: a show Case O] 
hathroom accessories, and a gas range hoiler and a fireles 


vas range 
Malcolm can 
New 


years ago, during twe 


Wilham ie to Yonkers, a suburban city the 
York City, from Scotland. That 
lve of which he has been in busine 


It is 


north end ot was 


7 * 


> . 
¢*¢*? 
‘ i 


tor himself, ten years in his present location. interestin: 





» note that when he arrived in this country the plumbiny 
ide was very dull, with hundreds ot skilled men out « 
ork, and one ot the officials of the New York Association 
to whom he went for advice, told him to try the suburba: 
listricts [here may be something in that tor other amb: 
us young plumbers 
I of r % ‘“ ™ 
BLACKBOARD EPIGRAMS 





blac kboard 


And do you write on it a fresh epigram 


© you have a in front of your place of 


busimess: 
every And do the people who pass stop and 
and maybe talk? 


terested in this week’s batch of epigrams: 


MOrning : 


read and go on, If so, then you will be in 





Successtul people are those who made a chance or 
took one. 
a 7 * 
Cuirls with pretty teeth will smile at anything. 


* * * 
Slow men ought to wear tail lights so that those ina 
hurry won't bump into them. 
* * * 


People who kill time are allowing time to kill them. 


* . * 
Why guard your money unless you guard your 
health: 
* * * 


Never worry about the things vou can help or the 


things 


Vou i 


* * . 


k sometimes lands you upstairs 











for the construction of large 
and the service building 
otf Medtord, Mass., 

the structures 
that The 
150x150 with 


three 


The contracts 
pital ward bul 


the new hos 
tor the L.; 


have 


ii 
ti 


iwrenes 
Memorial Hospital, been 


work 


f,overnors 


has started on Which will be built or 


Avenue. city hospital ward 1 
an ell 72x40; 
60x42. 


been 


ries high, 
will 
Che heating contract 


> 


—s 


vill be three sto 


service building be stories high, costiny 


thout $250,000. 
I’; A. Dolan Co.. 
Pp. W 


has awarded t: 


37 Broadway, Boston, and the plumbing | 
Roston 


Donaghue, 170 Purchase Street, 








PLUMBING jn” a LARGE RESIDENCE 


A Brief Description Together With Plans and Pictures 
Showing the Elaborate Plumbing Fixtures and Equipment 


Installed In a Modern Home of the More Pretentious Typ: 


By Ed. Cunningham 


Hik tremendous importance of modern plumbing be- Phe individual tixtures are pecially notable tor their hig 
comes very apparent to the architect and the client quality, and in some cases t ipplication of very origina 


1 


when a country home removed from the public service ideas, particularly the treatm 


and municipal connections 1s planned. When one builds away = rooms, illustrated in four of the group fixture pict 

from the city, it becomes necessary to turnish all of the con- The main sanit t enc le t lit ) 

veniences and accessories necessary to cleanliness, comfort nection bet lat le to t tic ft t-iron 

sanitation and fire protection. ewer connect! he t \ t t oint of 
Such a plant, remarkable for the completeness of its entrance, with the outlet extended up to the floor line and 

mechanical features and the v: ry great dependence upon the plugged All cleanout plugs throug! it th te) vhich come 

sanitary engineer for making the home habitable and com- Hush with floor are of brass. From the Y a system of cast 

fortable is illustrated in two floor plans and several photo- tron mains is extended under the basement floor with wrought 

graphs, including one of the building and many details of iron risers and branches to all outlets, as indicated 

fixtures. These relate to the residence of the late Francis § (he kitchen waste system pa s into a catch basin and 

Peabody, Hinsdale, Illinois, whose residence was built from extension made from the catch basin. as shown. | 

the plans and specifications and under thi Supervision of inches in size, 1s carried tl { t 

Marshall & Fox, architects, Chicago, Illinois. The plumbing, main sanitary system 

water supply, drainage, gas fitting, vacuum cleaning and The refrigerat t ded 





The Home of the Late Francis 8S, Peabody at Hinsdale, Hlineis, in which the Plumbing is of the Most Modern Design 


various connections having been installed by the M. J. Cor- ator floor drain with one and one-half inch connection dow 
boy Company, of Chicago, Illinots. to the two sinks in the basement: from’ thes: nks cont 
There is a complete system of sanitary sewers and drain- tion is made to the kitchen waste system. 
age which ends in a septic tank disposal system and a storm \1 svstem of floor drains, as indicated with mains at 
water drainage line to a point fifteen ft. from the building, branches connecting from the drain dischares try 4} 
where it is extended and stored. The appurtenances to the kitchen waste system. The floor drains art f ¢] 
plumbing system to which connections were made, also in- trap type with J-inch outlet and 12x12-inch bra nerforated 
cluded a complete water softening apparatus, a complete sys- top. The system of storm water drainage ends 15 ft. from ¢! 
tem of refrigeration, separate lines for furnishing cooled building, being &-inch bell jointed sewer tile wit emented 
drinking water throughout the building, a system of hot water joints, connection being made later, as previously mentioned 
domestic supply including hot water tank and heater, and This 8-inch storm water system extends around the building 
a system of fire protection, as indicated on the drawings. The with 6-inch cast-iron riser connectio: to all downspouts 
piping lines included clay and iron sewer piping, galvanized, The downspouts are of copper, and the cast-iron cont - tions 
black, vacuum cleaning lines, cold water supply, drinking to the bottom connect with hubs at t grad Pwelve-inch 
water supply, hot water supply and return, fire protection, crock basins with grating covers are connected to the mason’ 
sprinkling lines, refrigerator wastes, and soil pipe drains and drainage system, enclosing walls in drain tile. These are mad: 
vents. The accessories of all fixtures which were connected for each area drain and exterior drain 
up through walls or through floors or ceilings, in sight, are The vent system comprises a com] lete 
all of brass, iron pipe size. trom each fixture connected to the exter . land wact: 
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risers above the highest fixture. Where two or more fixtures 
are connected at this level on the same stack, separate vent 


— . ’ ‘ ’ - se 17 .? | > . ° ws 
The revents are 1n ail CasC€s the Same SiZe aS 


toilets 


risers are run. 


the waste branches, except tor which are two inches, 


and each revent is run independently of waste branches, and 
all vents are in accordance with the Durham system, the 
revents being continuous above the waste branche 
Sizes of soil and waste connections are as follows: 
Water Closets ........ itwetes ses 4 -inch 
ne chen ee ened eens 2 -inch 
I I oe ee te 4 wiped 2 -inch 
eo 14-inch 
Refrigerator Waste 2 -inch 
ts i oe tke ak we 2 -inch 
ae | a 2 -inch 
Soil and waste risers are extended 12 hes above the roof 


and flashed with 16-inch 
inches back under the 


into the tops of the pipes. 


ounce 


” , 1 ; ; 
siate and otner roonneg ati¢ 


] 


In addition to the cleanouts at the ins to the 


building, a Y branch is plac d at each change in direction of 


drainage mains, with a cleanout plug in the run; also a clean- 
\ cleanout plug 1s also 


out plug at the end of each branch. 

placed in each riser at the point of c to mains and 
cleanouts on branch waste lines, so that the entire system may 
fittings are of 


floor 


branches to 


be conveniently reached. All of these cleanout 
brass. The closet 

flanges with bolted connections to gaskets. The 
tubs connect through drum traps with nickel-plated 
flush with the floor. The kitchen catch basin 
of 8-inch brick walls laid in cement mortar, plastered inside 


with adjustable 


branches terminate 
COVeTS 


is constructed 


and out with 8-inch concrete bottom and reintorced cement 
top coping with heavy cast-iron frame and cover. 

The cold water supply system connects to the main outside 
the building and extends 4 inches in size into the building 
with connections to fire lines, drinking water system, and 
water softening apparatus, a heavy gate valve being placed on 
each supply system. 

From the pneumatic pressure tank installed in connection 


with the water softening system, a system of mains and risers 


and branches as indicated is run to all outlets in the building. 


q 





Turkish Bath in the Francis 8S, 


Residence. 


The Luxuriously Appointed 


Peabody 


a stop valve being placed in each branch at point of junction. 
The main at point of connection to the water softening system 
is two and one-half inches in size, being reduced in propor- 
tion as outlets are connected. 

At twelve points outside of the building brass sill cocks 
are placed for hose connections, each branch being provided 


with shutoff valves and drains. 
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| 
lhe hot water supply system consists of a hot water stor- 
P ote - , : ' ' . 
age tank, a magazine teed tvpe water heater controlled with 


, . ’ ; 
: $+ ‘ ‘ ; . . . _. 
i thermostati pe regulator \ 1'4-inch valve connection 
¥ " } , , ! 1, ’ l- wi 
1S made Irom the nouse tank to the storac tank aft the bot- 
= . ; . 
tom ot the tank If ir one end Krom t st igwe tanK a zd inch 
valved connection is made to the heater from the bottom oft 
‘ , ‘ ’ | 
the tank at the end opposite the point ot id water supply 
, « } ~~, + , be } } , 
a £-Ine conne on 1s ide Irom the heater to the storage 











Francis 8&8. 


Bath in the 


Residence. 


The Table in the Turkish 


Penhbody 


Rubbing 


’ 


provided with a stop valve and an automatic relief valve 


‘ | | [ 
at the end nearest the heater I'rom a valve at the top ot the 
1 : ' 
tank aioriser 18 ( irried up to the tti space, extending in a 


system Ol Mains with downteed risers to supply a1] outlets in 
a system ot basement mains, con 
stituting a times 


S| 
\ hot 


a hose bibb tn the ri trigerator: thi 


return system, to insure circulation at all 


water connection is made to each retrigerator having 
is for flushing out the 
refrigerator; all of the piping on these hot water lines to 


where exposed 


‘ 4 | -*.. 
Automatic air relief ilves are placed at the high points 
7 « ' 
in ail the system of piping with drain connections to the 


a os , . 
drainage system. 
Row + - ] " + ! : 
A drinking water supply system connects to each refrig 


cooling coil and extended as indicated. 


erator 


The water heater has a heatin; of 300 gallons per 


(7 
d the hot water storage tank 


5 to 160 degrees. an 


s | 
’ 


hour from 


has a capacity ot 400 gallons. In addition to the auxihary 
heater the tank contains a steam coil, containing 25 ft. of 
' ot bate 

1'4-inch pipe put together with return bends. 


The ire protection System CONSISTS OT a 3 inch stand 


supply line from water service connection in the basement, 


extended around the basement and connectit to risers and 


~ 


connects as tollows: 

‘Three in the basement. 
first 
Two in the second 
the attic. 


Two in the floor. 


floor. 
Three in 
At each station finished brass nickel-plated Board of Under- 
gate valve is connected, 114 incl 


writers’ les in size and having 


iy | ation ‘ ; 1 
connection. Each of these stations has a nickel 


and 100 ft. of 


a draining 


plated hose rack l'nderwriters’ linen hose in 


50-ft. lengths, with all trimmings, nozzles, and all exposed 


metal parts of nickel-plated brass 
The following plumbing fixtures were installed 
In the Turkish bath 


closet combinations with closet tank, extended lip with white 


and off Reception Room: TI! 
finished seat. 
For the butler’s bath: Three closets with extended lip with 


birch mahogany seat. 


Se Sa - - = 
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For the master’s baths: Six closet combinations with whut PUTTING “QUALITY AND SERVICE” OVER 
enamel finish closet chair with cane seat and back THE JUMPS 
In the Turkish bath room: Two N.I 
valves with china face plate and &8'%-inch tubular shower hea By Joe Osier 
installed in enclosure with plate glass door V.P. frame and 
handle with open grille at top After tightening 
There were also installed in the Turkish bath one 78x30 yauntlets and 
ich porcelain massage table th shampoo tixture having Wrapping my « 
temperature regulating valve; also one white enamel clectri I shall c!| 
light cabinet the herd 
One vitroware lavatory with combination supply and wast Advertise “Ou 
fixture was installed in the basement Give cheap fixt 
In the butler’s room, helps’ lavatory and housekeeper’ ivowed int 
room: Nine 20x24-inch vitroware lavatories with waste and Wampum. 
compression basin cock To the Legion, 
In this tear] 
Render three 
Here and now 
In case my defi mt 
In the hopes 
Loud and funny- 
I name 
As the 
“Quality and Service.” 
: _ — for y mn 


t 





‘Ol onion. 
How many times 
Thy, rolc +} } 


cll 


Perfectly good 





Time after time | 


‘ ‘ 
} 





Echoed by 
At the Left: The Bathroom connected with the Guest Room. R 
7 oe) ‘Tf , » * +11 , ’ ; a | ty ' 
On the Right: Mr. Penhbods'’s Private Bathroom. Cceive a | “eo p aU 
“Yes, sirs.’ 
rT ¢ . 4 . , . ‘ , . _ . . 
Chere were also installed in bathroom oft Mr. Peabod And everytime 
room and reception room six pedestal lavatories with com xCeptions, 
° ° + ; - o 7 oe af FF ck « 4 ; - a 
bination supply and waste fixture. I have laughed eCN | 1 
In Mrs. Peabody's room one statuary marb In the fullness of my knowledsy: 


| know that AV Iii . “Oud! ‘ rial 


{ ‘ 
ic IaAVAaALOTY, Vili 


crystal glass legs and combination supply and waste, wa 

installed. these boon: 
In the steam room two plate glass doors, 27x78 inches, witl Quality goods are wood od 

N.P. frame and handle and open grille above were installed equipment men of the trade wet paid for insta 

talled. Service is another song and it goes like tl 


| 
} 


In the boiler room one roll rim sink was in 


In the kitchen one porcelain kitchen sink with integral back irst satellite vue parame ) 


and porcelain legs and drainboard and one vegetable sink = PPOMsEe fo oon. Recping saan _ 

were installed. irom gong to gong Irom preaminary estimate to fit 
In Mr. Peabody's room and guest room five 6-1t white Second verse. Forget th idea of gett 

porcelain recess baths, with concealed combination compre Job banish the thought of knockin’ ‘em ove bo 

sion supply and waste fixture, four being recess type and with a legitimate profit 


After paying off John Overhead 
Third verse: Pertorm your contract 41 


one corner, were installed. 
In the butler’s room, maids’ room and housekeeper’s room 


v1. . inmanner. Do not countenance a sloy T ; 
one recess built-in enameled iron bath and two enameled tron . , 


17 , - 
fellow who alwa tries to slip 


built-in corner baths, with concealed combination compression ; a ' 

“ a te er Fourth verse: — ! 
supply and waste fixture, were installed ) | 
. { ' et your satished custo 
In the laundry three 26x26-inch laundry trays, complete é ene | 
. “— 1] Fifth verse:—And when tl tra 
with trimmings, were installed. 


pe | , , , torget the job nor the | tome lup atime or two 
Che butler’s sink was furnished with nickel silver and whit | obi, 
inquire 1f everything is O. kK 
metal trimmings. 1 " ; 
duty will 


I feel sure 
Be bread upon 
“But more anon” as t 


Them Was the Days.—‘Sorry, but [I can't insur Ou 
voure too tall,” said the agent to the man who wanted to 
take out an accident policy 

“Too tall? What's the matter with that?” protested th 


applicant. “And anyway I’m not as tall as my tather was he number 
and he had no trouble getting insured.’ is given as 1,400,000, as 


“But your father,” the ayvent explained WV al Wistred vyea&rs lt 1s officiall tated that ( eat Peery ' ( 
ARO when there was no danger of a fell ne his head H00 000 under the unemplovnn ial rae 
knocked off by a skidding airplane.”——-The Amertcan Legion ber, 1920. At an average of $4 per 4 


Weekly. 340 000 000 








HEATING and VENTILATING SYSTEM 


for a CLUB HOUSE 


Notes on Special Deiails, Which Are Needed in Connection With the 
Installation of Heating and Ventilating Systems in a Club House 


By Charles 


illustration 


' t the building used as an 
in the design of the heating and ventilating system for 
a club house is shown in Fig. 1. 

ha t (| 2) contains a large dining room, 40x47 
ft. in size. kitchen and serving room, locker rooms, toilets. 

er and om aL e tor the ventilating equipment. 

[he first t (Fig. 3) has an auditorium seating 350 peo- 
ple interooms, also a ladies’ reception room, 

nd a club ! t good size The upper part of the hall, 
ho thre ilcor ilustrated in Fig. 4. 

In t uilding the rooms requiring special ventilation are 
the main auditorium, the dining room, and club room As 
1) | ot the two large rooms are in- 
ttent, and my tively short, and turthermore, as there 
ire a numbe to be warmed, it 1s best to keep the 





Fig. 1. A Club Suitable 
heating and ventilating systems entirely separate. With 
this arrangement the whole building, or such part of it as 1s 
in use, may be kept warm, and the air supply turned into 
the hall or dining ryom as required. 

The club room provided with a large fireplace which 


he air in good condition under ordinary circum 
When there is a 


stance crowd. either the large hall or 
dining room will most likely be in use. and fresh air from 


the fan system can be supplied to the club room also. All 
heated rooms are provided with direct radiators, those upon 
the first floor being of the usual sectional type located as 
shown in Fig. 3, beneath the windows. 

Radiation in all basement rooms is of the wall pattern 
hung well above the water-line of the boiler. so that con 
densation will return by gravity without the use of pumps 


or traps. 


L, 


AS 


. Hubbard 


A of automatic temperature control 1s supplied 


partly on the score of economy, and partly as a matter ot 


system 


convenience in operating certain valves and registers by com 
pressed air from a central switch board. 

The same general method of computing heat loss by trans 
mission and leakage is employed as described in the previous 
article relating to a bank building. The principal difference 
this case relates to the losses through the roof, where 


in 
an attic space extends over all rooms. 

Instead of computing the root losses separately, the ceilings 
of the first floor rooms are neglected and the losses pro 


vided for by increasing the radiating surfaces 15 per cent. 
After determining the total heat loss per hour from each 
the ft. found by dividing this 


number by 


room, Sq. of radiation is 


250. 


a | 


— 


ee 


for Suburbs and Small Cities. 


Direct radiators are connected on the one-pipe system 


with the exception of the two large units in the dining room 
which are provided with separate supply and return con 
nections to their 
following table, each square ft. of surface in the main heate: 


owing size. Pipe sizes are based on the 


heing counted as six of direct: 


Sq. Ft. Radiation Diam. Supply Diam. Return 

50 l inch ] inch 
100 114 inches l inch 

140 114 inches 1144, inches 

400 2 inches 1% inches 

700 2% inches 2 inches 

1,200 3 inches 212 inches 

1,600 } inches 2h inches 

2,300 4 inches 3 inches 


The general layout of the supply piping is shown on t! 
basement plan, and is carried near the ceiling. The ma 


2 


= 
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returns are carried near the floor so as to seal them. The 
main heater is connected with the general piping supplying 
the direct radiation, the branches, both for steam and return, 
being provided with pneumatic diaphragm valves, so that 
the heater may be turned on and shut off by means of a 
single switch located upon the general switch board in the 
fan room. 

The main heater is made up of cast iron pin radiation 
hung at such an elevation that the condensation is returned 
general return line 
It is divided into six separately valved sections 


to the boiler by gravity through the 
(Fig. 5). 


for temperature regulation, one of which is automatically 
controlled. 
The boiler is of the horizontal return tubular type, set 


low by pitting the boiler room. 


f A Inlet 


+4 tt 
















Vent 
Art \Cerling 
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Kitchen vent 


[ Range Ohimne 
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Fig. 2. 


No attempt has been made to conceal the steam and return 
piping in any of the rooms, but special care has been taken 
with its erection to give a good appearance. All exposed 
lines are covered, and painted to correspond with the finish 
of the rooms through which they pass. 

The auditorium has a seating capacity of 350 people and is 
provided with an air supply of 350x1,500—525,000 cubic ft. 
per hour, or 8,800 cubic ft. per minute. This air is raised 
to a temperature of 70 degrees, and in zero weather will 
call for 525,000x1.3=—682,500 B. t. u. per hour. Under these 
heater should give off 1,500 


requires 


conditions a shallow cast-iron 
B. t. u. per sq. ft. of surface 
682,500+1,500—450 sq. ft. of 


per hour, which 


surface. Computations show 
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that 1,000 sq. ft. of direct radiation are required for warming 
the building, making the maximum load on the 
» 1000+ (450%6)—3,700 sq. tt., calling for 

A 48-inch boiler, having forty-four 3-inch 


have th 


boiler 
equivalent 
3,700+120 


tubes, 10 ft. long is Capacity. 


will 
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ig. 3. 


Fresh air is delivered to the auditorium through two ducts 
carried at the ceiling of the dining room below, one on either 


These 


through eight registers 


side. connect with wall flues which discharge the air 


as shown on first floor plan (Fig. 3). 
Discharve ventilation 1s through vent registers in the tront 
floor; these connecting 


of the stage and at the rear, near the 


with uptake flues which are gathered in the attic with roof 


























vents. Ceiling registers, opening into the attic space, are 
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Fig. 5. 
provided for use in warm weather and for quickly cooling 
the hall at any time desired. 

The attic space itself is vented outboard through an opening 
this 
when the ceiling vents are not in use. 

Fresh air for the dining room is supplied from the hall 


into the main roof vent, being closed with a damper 
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will al 10) 
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The finer the size 

amount ot oul which 
Mines at Pitts 
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} } lo | 1 4 ? ; ite 
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per cent mecreased heating value. 


e larger 1s the 
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CONNECTED BY A.WB. 


WY NEW SUttIt OF CLOTHES. 
When I got my new suit of clothes 
I felt fine as silk. Goodness knows 

I needed them-——them and a tie. 


that people passed me by 
oticed, looked or cared; 
stopped and stared, 


be fore 


And never n 


But ‘ vervbodyv 
\nd some winked and turned up their nose 
When I got my new suit of clothes 


TRAP, Chicago. 
SOME JOB OF PIPING. 


six-year-old Johnny was from the country and never 


Tittle 
iad become acquainted with hot water in the pipes. During 
visit to the city he was at a loss to understand how the 
water was heated At last he figured it out, and calling his 
mother, he exclaimed, “Oh, mama, come—look—feel—we get 
vater straight from hell!” K. C. M., Soo City, Iowa. 


working 


MIGHT TURN THE HOSE ON HIM, 


ad: “Wanted Woman to clean woodwork 


A newspaper 
ind fireman.’ Sent in by T. R., Waco, Texas. 
Hk WAS SO IGNORANT 
Soil” was the dirt the plumbers got 


thought “Plumbers'’ 


in dite! 


lle 
T. M., Lock Haven, Pa. 


‘os 


FOR THAT HE SHOULD BUY A SUNDAE EVERY DAY. 
cooed the sweet young thing, as they 


“Oh, I'm so thirsty,” 
walked out in the evening. 
“Well,” said he, “why don’t you open your mouth and let 
the moonshine in?” BELL, Dover, Del. 
Statistics show that it’s safer to blow out the gas than 
FELIX, New York. 


to step on it. 


Each day I take my daily bath— 


It drives away all sorrow. 


But, sad to say, the bath today 
Ain't worth a thing tomorrow. 
S. O. L., Dayton, Ohio. 


GOT HER GOAT. 
was gasfitting at the home of an Italian family 


A plumber 
the house. When the goat 


where the goat had the run of 
was at ease it camped in a dark corner at the top of the 
cellar steps. In climbing the steps the plumber fell over the 
roat, and in getting up the goat fell over the plumber. The 
Italian woman rushed to the scene, grabbed the goat by its 
tail and horns, and shouted: “Sacramento! dumb son of a 
buck—outside'”’ 

and thinking of “The Lady 


half asleep, 


fellow 


Now some 
and the Tiger,” may ask, “What did she mean by ‘Outside’? 
the goat or the plumber?’ SEG, Freedom, Pa. 


Says Abe Martin: “The ole swimmin’ hole is very enjoyable 


if you've got a place to take a bath when you come out.” 


UCNSETTLED., 
t} plumber, belongs to the early set 


t 


“Tl he that Jones, 
tlers.”’ 


“You wouldn't think so if you could see the supply hous: 
MIKE QUINN, Scranton, Pa. 


al 


collectors at his shop.” 


Executive ability is the knack of getting other people to 


io your work better than you can do it yourself. 
A. WORKER, Milwaukee 
I WONDER? 
I wonder what Babe Ruth Says to his wife on the days he 


doesn’t knock a homer? KF. H. H., Rushville, Ind. 


was hot, and I was tired, and things had all gone 


The day 
bits 


wrong; but I smoothed them out a little bit with little 
f song. When Iwas sore as sore could be—sore enough to 
junit and weep—-I thought of home and love, and eats and 
rest, and a good long sleep 

PIPE A FEW GOOD LINES TO PIPE LINES A. W.B 








THE ADVERTISING THAT EDUCATES 
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EDITOR’S NOTE:—By using one of these Editorials each week in your newspaper 
advertising you will help to educate your community in the true facts of plumbing and 
heating merchandising. Such education will create good will and build your business. 
The more the public knows the better your service will be appreciated. Take one 
Editorial a week and reprint it in the upper left corner of your regular advertising 
space. Have it set in bold-faced type, with rule or border around it, as indicated on 
this page. This will cause the Editorial to stand out and make it easy to read. The use 
of these Editorials from week to week will not add a dollar to your advertising expense, 
but they will help along sales. 
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E are making head. 
Public opinion is chang- te | in 
ing front. The plumb- n 
ing and heating industries are KEEPING OUR HOUSE IN ORDER. 
more and more being under- EGULATION means order, method, safety. So, = 
stood. And understanding be- then, to regulate is the thing. If this old world . 
gets appreciation. It always of ours was without regulation most of us would 3 
does. The change in public run wild and tie tin cans to ourselves. 
thought is being brought about Regulation keeps us sane and successful. In} ‘i eC 
by the kind of advertising that Our food and drink, our work and play, our R p 
educates. The Bath a Day tempers and desires — everything needs a certain , 
Movement is that kind. so are amount of regulation. A person who overlooks reg- 
many of the activities of The ulation, cultivates extravagance, waste and decay. 
Waal: Diaitin Miatteaitinn Me. And, in like manner, to overlook the regulation 
an of the heat that heats our buildings is to overlook 
reau, so are the Advertising a weete of coal. 
Editorials, so are other well A house that does not have a heat regulator is \1 ‘ 
planned helps. not kept in order, and that house wastes about two im n' 
Good as all the helps are, tons of coal a year. And, at present prices, two tons € 
they would not be worth much of coal figure into money. 
in the education of the public This is how the waste happens. The nearer the f | 
without the co-operation of temperature outdoors is to the temperature you Tae 
plumbing and heating dealers. desire indoors — the nearer these two temperatures 14} , | 
This co-operation is growing. approach each other— the more coal is wasted, un- senetioe tin Gas | 
And as it grows, dealers grow sone & ent veguiater is om the joe. “Tribune” and the Davenport, 
in public esteem. Regulate your heat, save money, and keep your WT a! | | 
ia 4 : house in order. 3 
This is neither the time nor newspapers that | ed t 
the place to talk about a Bath Ed Is in t] 
a Day or the work of the Trade o t 
Extension Bureau. So the space will be used to tell a little more has been made of dealers who are printing the Editori pal 
of the spread of the Advertising Editorials. And they are spread- of their advertising. Fresh reports include the J. A. Hutto 
ing. That’s a fact. Every week sees the list lengthen with the Plumbing & Heating Co., Richmond, Mo.: Whitla Plum ng C 
names of dealers who are printing the Editorials in their local New Castle, Pa.: J. W. Turall, Cuba, Ill.: Cl N ! 
newspapers. Also the names of dealers who are using the Edi- ler, Oklahoma, and many, many others 
torials in other ways. An Endless Chain of Thodght. 
Ways of Using the Editorials. Educational publicity is like the measles. It is catching. The 
Along comes W. D. Baker, of Beaumont, Texas, who prints an more a dealer goes in for this sort of thing the fart 
Editorial every little while on a blotter. The blotters are envelope thing will go. People will repeat the edu 
size, and he slips them in with the letters he mails. their friends, and their friends will repeat the 
Several big city plumbers, who do not do newspaper advertising, friends. 
have printed the Editorials on slips of paper, and are using them There are two things that most people like to repeat hi 
as envelope enclosures for letters and bills. is a good story. ‘The other 1s a bit of infort hic! 
Arthur D. Baum, who never lets the grass grow under his feet to them, and which they thin! 
in Kirksville, Missouri, runs the Editorials in his regular newspaper is told to impress the listene1 
space. But he does more. When an Editorial appears that formation is told to impress the listener with their deep kn 
seems to hit a particular nail in a particularly straight way, he But, being a dealer in plun } 
has that Editorial typewritten on his letterhead and mails it to people to know the truth al in ld 
customers who need to be enlightened on that particular subject. to keep them talking. Wh | ! ) 
For instance, he did this with number one of the series, entitled, talk, and do they talk right? ‘Those are the questions to kee] 
‘Our Home Town.” It helped to educate those who had gotten in mind. If they don’t talk or if their talk is wrong, the fault 
into the habit of buying away from home. not with the people. It is with the dealer. F é ot fe 
Mr. Baum’s idea is worth thinking about. There are aiways the people with the kind of food that makes them talk 
a few people in every community who have pet notions which There is food for thought and food for talk. And it is a deaie 
they continually harp on. By changing the opinions of these business to keep people thinking, so that they may keep talking 


4 


La a | 
cri 








LEGAL OUESTIONNAIRE 


Does a State Plumbing Law Protect One Against Wiles of a Town 


Ca }} /t Let 


Council: 


Contracts Without Advertising for Bids? 


a Th ese Ou estion § Are 7 dy) swered in a Most Careful Man ner ; 


By “The Judge”’ 


What to Do Where Local City Government Refuses to 
Enforce Ordinances Regarding Licensing of 
Master Plumbers. 
Editor “Domestic Engineering’ :—I would like to ask you 
a little 
lf am doing a plumbing and heating business here in a town 


of 1,000 to 1,200 inhabitants. We have a plumbing ordinance 


legal question with regard to plumbing ordinances. 


and I have two competitors neither one of whom has ever 
worked out of the city, but have worked in hardware stores, 
in other words what we call the one-town plumber with no 
h influ 


er} 


true or practical knowledge ot the business, but through 


ence seem to be able to handle our town council and the 


mayor ot our little city. 


Now the question is, they do not comply with the town 


nor do they try. The idea is, am [| protected with 


ordinance, 


a state plumbing ordinance covering the smaller towns, 


which I am 


11 


quite sure exists, and if so, could I call or 


demand that a state plumbing inspector take this matter up 
and insist that my competitors do work according to and 
in keeping with our town ordinances 

We are licensed here. We have no examination but we 
$1,000 bond to the town. § It 


as a mechanic | am entitled to protection, as tar as to see 


are under appears to me that 


that the people get what they are paying tor and that the 
ordinance is enforced, 
It the council will not, after an explanation, make 


my competitors live up to it, can I get the state plumbing 


town 


board on the job? 
The second question: ‘Can the town council let the tap 

ping of water mains to any particular one, without adver- 

what basis can they 


tising for bids on said work, and on 


appoint any one in the plumbing business to do the work 

legally, or as a licensed plumber can I buy a machine and 

tap if [ care to? bins, Oe 
lowa. 


Answer:—Under the latest revision of your state statutes 
which has come to my notice, your city would seem to come 
within the provisions of the section which covers cities and 
towns of less than six That 
provides that such cities and towns shall have power to 
to create a board of examin 


thousand inhabitants. section 


regulate and license plumbers; 
ers to determine the qualifications thereof; to prescribe rules 
and regulations for the installation of plumbing work and 
materials; to provide for the inspection of such work, ma- 
terials and manner of installation; to compel the removal 
of plumbing installed in violation of the manner prescribed 
and to impose penalties within the limits of the statutes. 

A recent legislative act in your state, in 1919, provides 
that the State Board of Health is empowered to make such 
*Every Effort is made to the End that these Answers may 
Respon- 


which 


be authoritative. However, we cannot assume any 
sibility because of the Very Nature of the 


is rendered without a personal interview.—Editor. 


Service, 


provisions as may be necessary to establish a code of rules 
voverning the installation of plumbing; that a committee of 
three be appointed by the Governor to assist the Board ot 
Health in formulating these rules; that there shall be a 
board of examiners in cities having a population of more 
than six thousand; that plumbers shall be licensed, and that 
the term “plumbing” shall mean the installing of any recep 
tacle used to receive waste water, house soil, slop or sewage. 

Of course, [ do not know what your local government has 


enacted regarding rules and regulations, or what the state 
board of health has done, if anything, under the act of 1919 
What your own city may have done is important, but it 1s 
important regarding action by the state 
It is also probable that although the state 


such 


probably not as 
board of health. 
board of health has plumbing 
inspectors would be interested in seeing that the plumbing 


appointed inspectors, 
laws were being lived up to as regards the kind of plumbing 
installed and would not be interested in the question whether 
it had been installed by a licensed plumber. I say: “prob- 
ably,” because it may be that the new plumbing code covers 
the question of licenses and that therefore the state plumb 
ing inspector would be interested in that matter. 

As I understand your first question, you want to know 
whether you can compel your licensing authorities to refuse 
permits to unlicensed master plumbers to do work, and, if 
ihe work is done without a license, to prosecute for viola- 
tion ot your ordinances. 

While the answer to this question depends in the first 
instance, upon the wording of local ordinances, it 
probably can be answered in general by stating that muni- 
cipal officers can only be compelled to perform such duties 
as are purely ministerial; that is, the courts will only inter- 


your 


tere with the performance of a municipal officer’s duties 
when the act to be done requires no exercise of discretion 
or judgment. For instance, where an ordinance requires 
that a citizen may have a certified copy of a public record 
upon application, the Courts would compel the proper off- 
cial to 


element of judgment or discretion to be exercised, the courts 


such a certificate; but where there is any 


issue 


will not interfere. The question whether a city ordinance 


has been or 1s being violated, involves a certain amount of 
discretion and it is probable that the courts 


are called mandamus pro 


judgment or 
would not interfere under what 
ceedings. 

On the other hand, it is possible that you might in any 
given case, where you had all the facts, institute what are 
called “Quo 
ask the court by what right the city officials had granted a 


warranto” proceedings, or, in plain language, 


Even in such a case, if the situation as 
of facts which 


permit in the case. 
presented to the court, included an element 
required an exercise of discretion or judgment, the courts 
would probably not interfere. 

Your best course would be to make a criminal complaint, 
if your city ordinances regarding plumbing licenses provid: 
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for a penalty for an infraction of them, after securing the FUEL ECONOMY EFFECTED THROUGH AUTO- 
facts in some instance which has come to your notice. To MATIC TEMPERATURE REGULATION. 

do this properly, you should secure the services of a lawyer. 

[f possible, you should secure the co-operation of the state By W. H. Woods. 

Master Plumbers’ Association in the matter. It you are not 

a member ot the state Master Plumbers’ Association, it 1s p* \CTICALLY every enlightened plumbing or heating 


a good time to make application for membership, as it 1s 


in just such situations as you now find yourself, that trade Wil effect an en 5 Sa rs 
associations are of greatest value. are not offering this economy to their Customel y not 

[ can only say that if your local ordinances require that 8°". * _— 7 —— sli —— 
a master plumber must have a license to do certain kinds ot First he — es | ’ 
plumbing work, and your competitors are doing that kind ot ” 7” a _ = | — 
plumbing work without a license, you are in a_ position he is overlooking an opportuni | 
either by making a criminal complaint in any particular case For the benefit ot thos » be 
or by securing the influence of your trade association, to put lheve that real fuel economy can be gained by correct tempera- 
an end to the intolerable condition of which you complain ture control, [| have gathered at random a ft testimonials 
If I had before me your local ordinances and the plumbing trom users ot temperature regulat ; l | est 
code provided for in the Act of i919, I could advise you testimonials were sent unsolicited to the manutacturers of 
more definitely as to your rights, but even then, unless this equipment d go to sl that t | le 
1 could go into the details of the actual work performed owner can easily and quickly learn about the saving effected 
without a license by your competitors, [I could not know —to say nothing of the great conver ce ot rehable t 
whether you would have a right to have their work stopped ture controlling equipment 

Although there are probably better ways ot bettering your “T'nless one has actual experienc t 3 ity t imine lle 
situation, it 1s also true that you have a right to bring suit to believe the remarkable work done bv th 
in a civil action for damages against the public officials who temperature regulate 
by their misconduct in office have caused you to suffer dam MEd asim te die tein, cs dle te thee colle I 
age. This is not a very satisfactory course, and I mention . 2... honse to come down to iets 2 ee ct 
it only a possibility. saillintiias: tb aaitiacdh alin: canine: Deeiila tie r 

If I were in your place, I should secure the co-operation “The room tempcrature reculator saved me five 
ot the state Master Plumbers’ Association, as the association tons ot coal during its first vears service. redu 
would not only have more influence, but would bear the sumption from 23 to 18 tons.” 
expense of court proceedings, if that became necessary. It “As regards coal consumption, I had not expected to sa 
is very probable that if the trade association should inves much coal. but merely to obtain a more even heating of the 
tigate the matter and find that it needed a remedy, that it house. I confess to great surprise when I found it | 
would be remedied without the necessity of court action, would get through the winter on about one-third k 
for a trade association would be in the position of a disinter- — than last wear.” 
ested party who had no axe to grind, while it might be that Perhaps there are many readers who would also be intet 
you, personally, if you should undertake the fight alone, — ested in the application of temperature controlling equipment 
would be considered as having a selfish interest. The ex to jobs supplied from central station point Theta sis Denial . 
pense of joining a trade association would be slight com- — offers remarkable fuel saving possibilities because whom oi 
pared to your expense, if you should give battle alone. lator has such perfect control over the heat supply. Her 

If you decide not to secure the assistance of a trade asso an unsolicited letter explaining the results obtained by 
ciation, it will be necessary to secure the services of an owner at Hartford, W: 
attorney, for | am not ina position to know of recent “One of vout temperature regulators was installed in 
changes in your ordinances which might have an important nection with a balanced valve operating from the city central 
bearing on the subject. Then, too, if you make a criminal heat. 
complaint against your competitors, you should have some ‘The valve itself is an iron body 2%-inch balanced valve 
one to represent you in court and prosecute your complaint. costing $13.50 and placed just inside the building and \ 

The quickest way to learn whether the state inspectors mected to the motor which is: placed upon the wall near the 
will take an interest in your case, is to write to them, stat- ceiling. 
ing the facts in as much detail as possible, giving actual “The thermostat is in the office of the owner of the build 
cases, and ask them for assistance. Their answer will quickly ing, on the third floor—the room occupied by him being one 
inform you of their duty or inability to take such action as Of the worst in the building to heat. 
you request. If you do not know where the office of the “In severe weather the condensation measured by the met: 
plumbing inspectors is located, a letter addressed to the 1m actual pounds runs between 7,000 and 8,000 and in mild 
State Board of Health would probably reach the right office weather abont 4,000 pounds was the actual run. Since the 
or department. installation of the regulator, the condensation in a davy’s time 

Your second question, regarding the award of contracts has been 1,500 pounds and the owner has more than cut h 
for the tapping of water mains without advertising, de- fuel bill in two. 
pends upon your city charter and ordinances, as the right “Measuring this condensation on a basis of a 40 per ce 
to award such contracts with or without advertising, depends reduction in price and the condensation at tl ' 
upon the provisions of the charter under which your local tive estimate of 6,500 pounds per day during the four coldest 
government is operating. As I have not a copy of your city months at 20 cents per thousand pounds which the rate 
charter before me, I cannot answer that question. I sug- here, 1t cost $97 per month to heat the building and in sey 
gest as the easiest means of your securing this intormation, eral months it has run as high as $125; striking an average 
that you seek an interview with your city attorney. He ata conservative estimate of $100 per month through the heat 
can very quickly give you this information. ing season, the man will save in actual dollars and cents about 

——- -—- ao $225 per heating season.” 

Approximately 100,000,000 pounds of copper will be util- In analvzing the above statement, I think no exagwveration 
ized this year in manufacture of automobiles in this country, have been made. ‘The average home owner should effect a 
according to Copper and Brass Research Association. (Continued on page 477.) 
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This department Is a clearing house for ideas and is open to every reader of ‘‘Domestic Engineering."’ 


Problems sent In are 
replied to at the earliest possible moment by ‘‘Domestic Engineering,’’ and this department can be made more valuable if readers 


themselves will help the man who needs assistance. Read the questions and answers. if you have had similar problems, or 

know from experience how the faults can be remedied, do not hesitate to send In your comment or criticism. It will be some 

| gatisfaction te you te know that you have helped a fellow craftsman and a pleasure for us to pass on the data. ‘‘Every man owes 
some of his time to the upbuliding of the profession to which he belongs.’’ 








REMEDY FOR SLUGGISH CIRCULATION IN t best 15 





t 15 inches higher than upper outlet of water-back, to 
RANGE BOILER CONNECTIONS. ch it is piped. The elevation of return openings does not 
1) tting Fis In t third place the flow piping must be pitched up all 
t tank it pound vay trom water-back to boiler so as to let the air get 
he to stop where the elbow 1s marked to the boiler treely trom the water-back and not air-bind 
irgisl the fle pipe from tl range It will stoy the pip [he return connection may pitch either way. But 
must al pitch so as to relieve all its air either into the 
ter-! k ¢ to the boiler 
ante Wi tte that vou take the return to water-back from the 
enter of the boiler [lo heat the boiler all the way down 
? <) to the bottom by such a connection you require an inner 
i tube bent down to say 1 inch from bottom of boiler. No 
Gg | | loubt you have this already. But in connection with this 
2 P | - nner tube you must have a vent hole at its highest point 
, = — | to let out the air. Otherwise this pipe will be air-bound 
. £ tat 
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; d it il cause the sluggish circulation and hammeriny 
ust be large enough Vi . mention. | , 
Fig. 2 shows how this inner tube should be vented. It it 
; not already vented this way, we believe you will find a 
| our trouble there. Look into that point. 
FOUR-INCH TILE SEWER TOO SMALL FOR HIGH 
® 
SCHOOL. 
a anon, | 
oi 4. | Editor, “Domestic Engineering’ :—About three or four 
; ra . - 
| ame ee -— . od ‘ Qhahs irs avo me or our ne orl he ring towns, ot! about SU) popu 
ne r . a ‘ . , . 
» "¢ _ 4 tion, built a high school, and at the time the building was 
ected they had the sewer roughed in. This sewer emptie: 
ibout a quarter ot a mile from the building and the plumber: 
——— it in a 4-inch tile 
Pig. 2 Last year they let the contracts for plumbing and heating 
ind while we were waiting for the bids to be accepted w 
d say they should ere discussing the size of this sewer. The sewer has t: 
take the discharge from ten closets, two lavatories, one 
t! econd thre lating head must high irinal and one drinking fountain. My opinion is that thi 
vh 1 Te 1 nably high velocity ot circulatior hould be a 6-inch sewer, while some of the contractor: 


with me and say they would rather have a 4-inc 
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BUILDING MATERIAL SCARCE IN LOUIS 
x ok VILLE, KY. 


| | 
kindly give me your opimon 


In this case the plumbing contractor 1s right and the The past year has been one « re ented ns 
owner 18 wrong fhe return pipe trom hot water storage activity in Louisville, and tl | 
tank or boiler should be run below the level ot either the continue well into the winter Bit mat 
Kxcelso heater or the Ruud storage tank so that it will now, owing to the railroad stril . | 
not be air-bound., busy from morning till might tr t ' 

In the sketch, Fig. 1, the return pipe 1s arr bound. This to supply the demand. Plumbers 1\ C> 
will positively prevent the heater from working. The Ruud dificulty in getting sufficient material t are not 
system would not be affected by the air-locks But even situated as the building supply met this resp 
though the return is run lower, there is a likelihood ot some stocks also are running vi | 
trouble by cold water mixing with the hot at the tee fitting had the effect of ittin nt ly that | 
\. when hot water 1s being drawn at a faucet. In the arrange done ind 1 by mre tur essat iid 
ment shown the tendency is tor cold water, during summer ictivity [nl t tt : ¢] 
being drawn back and up through the heater, as well as hot railroads cat on develoy tis! 


damage will be done 


} . " , +] , 1 
being drawn up trom the tank. 





























BELKNAP MFG. CO. TAKES UP NEW QUARTERS. four days, and he had it so arranged that everyone had his 


cork laid out for him. 


Che Belk Mig. ¢ 149 Water Street, Bridgeport, Conn Chis work included tours of inspection of the different 
190x375-ft. brick and steel parts of the mill and round table discussions on advertising 
‘ | { | ? Produ Tc I d sale smanship. 

= | : ‘ —— [). | , ‘ a ‘ ar : } 7 | high iT < le speakers Were pI a" “ed 7 , 
Lo plant of! L bridyvepot L hie property 1 number of high grade peankcl NV procured tor the 
_ — Kenneth W. McNeil. of that citv. and the different meetings, and all present considered themselves 
e of the ty Hot id to be $100,000. The  fertunate in being able to listen to men of the calibre of 
Relknan Comnat dre: moving into the new plant, |. Harry Tregor, secretary-treasurer of the National Asso- 
ae 1} nufacturing space and ciation of Credit Men, and Walter Camp, ot “daily dozen” 

ta vaeae i si . + aati ’ I - 
better tacilitr to cet it its } luict lame,—recognized throughout the country as the foremost 


iuthority on football and other sport 
COMPANIES RECENTLY INCORPORATED. sniiichiiiiaeeaenaams 
WESTERN TRADE TO PLAY AT OLYMPIA, 
The Atwood & Morrill Co., ot Salem, Mass., has been SEPT. 12. 


rporated with apital of $90,000, to manufacture heat- ——— 
tig [he incorporators are: Herbert B. Morrill, The members of the Western Trade Golf Association have 
f irles P. Atwo \\ iam LL. Morrilland Byron [T. Atwood just been informed through the medium of a circular letter 
lhe Automatic (ia valve Co., of Bostor \lass.. has been sent out from the office of the secretary that the next to 
incorporated with a « tal of $250,000. The incorporators the last meet of the season will be played on the course of 
are: Karl A. Parker, Wellesley, Mas Lynn H. Morse and the Olympia Fields Country Club. 
lohn P. Dovle. of Natick. Mass. fhe usual morning qualifying round of nine holes with 


vhteen holes in the afternoon for the association cup will 


EDWARD BURNS CALLED BY DEATH. be played. Olympia Fields is noted as one of the most 





nn picturesque golt courses in the middle west, and it is ex- 
\ pioneer in the manufacture of steam boilers in Van pected that a large percentage of the members will avail 

couver, B. C., has passed away in the person ot Edward themselves ot the opportunity to play over it. 

Purt vho died last week at the age of sixty-three. He 
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n in the steam boiler indu for thi years, but STARTS CONSTRUCTION OF PLUMBING 
of late had been retired WAREHOUSE. 
HOLD SALES CONVENTION. Lhe New Bedtord Boiler X Machine Co., New Bedford, 


Mass., has started the erection of a plumbing warehouse and 





Qld timers in the service of the Bridgeport Brass Com- salesroom building at 42 Front Street. Leary & Walker, 
pany, Bridgeport, Connecticut, pronounced the recent sales architects of New Bedford, prepared the plans, and Edgar 
conference the best one ever held by the company. W. D. Zeilian is superintendent of construction tor the company. 
Blatz, general sales manager for the company, had-all of | The structure is of brick and concrete, three stories, 60x166 
the sales representatives from the various cities in tor the feet, and will cost about $70,000. 





Officers and Salesmen of the Bridgeport Brass Company, Bridgeport, Connecticut, in Attendance at the Recent Sales Conven- 
tion of That Company. 
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TO BUILD PLANT ADDITION. 





The Louisville, Ky., plant of the Standard Sanitary Manu- 
facturing Company will shortly build an addition, it is an- 
nounced by T. E. Mueller, manager. Ground near the pres 
ent plant has been purchased, it was said, but details of plans 


were not given. The company is employing men at the rate 


of 100 a week and will continue until 3,500 men are at work 
HOLYOKE SUPPLY CO. TO BUILD. 
The Holyoke Supply Co. of Holyoke, Mass., dealer in 


plumbing supplies, has let the contract for the construction 
of a $50,000 warehouse at 464 Maple Street, that city, to 
Alderman & Co. The 
will be ready tor occupancy about 


George P. B. building will be oft 
brick, five stories, and 
the first of the new year. 


MARKET FOR SANITARY DRINKING FOUNTAINS 
AND WATER COOLERS IN INDIA. 








India of cholera. enteric. and other 


The 


diseases, contracted through unclean drinking water and ice, 


prevalence in 


together with the universal demand tor cool drinks through 
the hot 
sanitary devices that cool and keep clean the drinking water 
supply, writes United States Consul A. M. Warren, of 
Karachi, India. 


weather, presents an almost unlimited market for 


The municipal sanitary engineers and officers of the Indian 
Medical Service maintain constant efforts to purify the drink- 
ing water offered to the Indian and European population, 
and supervision is maintained over ice-manutacturing plants 
to insure that only filtered water 1s made into ice; but in 
the railways, hotels, clubs, offices, and residences the most 
primitive methods of cooling the drinking water still obtain. 

The most general practice is the use of an earthenware 
water jar, in which the water 1s kept cool by the evaporation 
through the sides of the container. Where ice is 
cooling purposes, the method ‘generally consists in filling the 


used for 


glass, metal, or earthenware container with drinking water 

in which blocks of ice are floating, so that melted ice forms 

part of the drinking supply. 
Thick-walled, cork-filled 


chests are offered for sale for the use of travelers at prices 


sawdust, or and zinc-lined ice 


ranging from 100 to 200 rupees (1 rupee=$0.2893 at present 
exchange) and a French earthenware cooler is also on the 
market, priced at 90 rupees for retail buyers, but the products 
are unattractive in appearance and offer no improved sanitary 
features. 

It is believed that there is a large potential market in 
India which will the thoughtful 
American exporters of office, railway, and hotel drinking 


warrant consideration of 
vater appliances. 

A powerful factor to be considered in the introduction of 
any new commodity into the Indian market is a necessary 
understanding of the conservative nature of the merchants 
and the buying public. 





OSAKA, JAPAN, TO CONSTRUCT LARGE SEWAGE 
DISPOSAL SYSTEM. 





Owing to unusual local conditions, the cities in Japan 
have been slow in arranging for the installation of sewage 
systems, but reports coming to hand now indicate that 
Japanese cities will follow occidental practice in these matters. 
The Japanese Premier has approved the proposed program 
for sewage improvement for Osaka. This sewage system will 
handle both rain water and foul 
cesspools, which will be fitted with pumping equipment to 
discharge the whole into rivers or canals connecting with 
the sea. 


water, conducting it to 
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The problem invoives i \ consid i ( ta ition 
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which has been caretully designed and involves the placing 
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Ot pipes, the construction of cesspoois ind the installa t 
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Oot pumping equipment. if s anticipated that #U per cent 
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of this work will be done in the Japanese tiscal year 1922 
| { . f | } } » } 1] ‘ 

a turther 3U per cent Wii D hnished up im ive uti tine 
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JOHN WOOD MFG. CO., HOLDS SALES 


CONVENTION. 

A most successtul sales convention was held recently by the 
John Wood Manutacturing Company, Conshohocken, Pa 
at which branch managers trom the various ofhces through 
out the United States were in attendan: 

(On Wednesday night there was a dinner at the M Urdu 
turers Club, Philadelphia, t ved by a1 irtv, and 





Wood 


innamsey, 


Manufac- 
John Wood, 
anal Of, 
Jr., 


the John 
David MM. 


Officers and Branch Managers of 
Pieture: 
Mauek, 


Picture: 


('o. tipper 
Mauek, 
Koeniz.—Center 


turing 


Victor Frank Suteliff¥e Lee 
Hiofstetter, 


Montague, Robert W. Simpson, and John J. 


Hierhbert 
(.cormre Joseph 


Callahan.—tLower 


Pieture: A. T., Sponar, k. L. Jenness, Eimer GG, Boehm, Morris 
H. Feldman, William H. Taylor and Albert Jones.—lPbrom 
Photographs Taken at the Sales Convention, 
on Friday night a dinner at the Plymouth Country Club which 
was attended by the executives, heads of departments and 
foremen. More than fiity gathered at this annual dinner. The 
menu was made up of dishes named after products and 
operations in the lactory. 

PERSONAL MENTION. 

M. J. O’Fallon, of the M. J. O'Fallon Supply Company, 
Denver, Colo., recently returned from a bus: trip in the 
ast. 

P. M. Beecher, tormerly vice-president of the Pierce, Butle: 
& Pierce Mfg. Corporation, ot New Yory City, has been 
appointed Manager ol promotion and sales for Samuel Sloan 
& Co.. of Rochester, N. Y. 

S. Davidson Herron, manager of the Chicago office of the 
A. M. Byers Co., has been on a business trip to St. Louis 


Nebraska. 


Missouri, and Omaha, 
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Arcola tine (One circular deais with the garage neat 
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New Columbia Boiler Described. 


A sixteen page pamphlet descriptive of the “New Columbia 


been received. he boiler in 


’ ' ‘9 , 17 etm 
Boiler’ has recently question 


is illustrated and described by means of halt tones, sectional 
dimensions and specif 
among Flue 
Plants, Table of Mains and 
Gas and Water Pipe 


; ° : 1 f 
illustrations, drawings and tables ol 
SIZES 


tables are given, them 


Water 


Branches and lable or Steam 


cations Several 


kor Steam and Llot 


S17 »s 


SMALL ELECTRIC HEATER TO BE MARKETED 


has been organized in a., to 


A company New Orleans, | 
manufacture the electric portable water heater that has been 
Dilzell and J. C 


is capitalized at $20,000, 5 per cent of 


patented by Walter Sullivan of the Union 
Electric Company. It 
which stock is held by the two partners and the rest by Oliver 
Montagne, manager and secretary, re 


Montagne and Gus 


spectively, of the Levert Oil and Gas Company, and Major 
Waterberry, a stock 


Che heater consists of a receptacle or tiny tank through 


promote - 


which the water passes as it flows from the faucet, to which 
it is attached and from which it 1s detached immediately by 


rubber washer making the connection tight. 


two screws, a 
Inside this container are tour graphite plates one inch wide 
by four long, which are connected by electrical wires. One 


which are connected with th 
the other to the tiny 
flows 


connection, the heat generated tron 


of the current-bearing wires 
plug, is attached to the graphite plates; 
tank When the 


through and makes the 


water taucet is turned, the water 


the graphite plates being able to raise the temperature to 


The 


wate! 


of temperature is regulated by the vol 


cle gree 


that 


steam 


ume oft 1S allowed to How through. 
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“STEAM HEATING.” 


Hleating’ 1s the title of a book of practical data 
subject that has been prepared by 


Webste t 


STeatn 
that 


eering commiuttee ot \Varrer 


the general engi 
& Co... Camden, N. | 
Price, $3.25 net 


ihe subject ts covered in a very thorough why in this book 


ind much ot the data therein contained has never before ap 


res 7 mri VA hig} \ . . ' 

eared in print. While Webster systems are used as ex 
ry] in) all cases wh ; . ar er 

tipies im all Cases where specifi problems are discussed, the 

} l- ¢ , ae B . 

OOK 18 practically tree trom advertising matter, and there is 


general principles underlying 


bys rf ke 


discussion of the 
team he ating systems to make the valuable to students 
nd heating engineers alike 

three major divisions of the book: Part 1. Steam 
Webster System Specialties and Part 3. Ad- 


denda, a compendium of mi useful 


‘Lina hh ] 


information 


1? 
scellaneous 
then turther divided into twenty-eight chapters, 


umong them being chapters on: Data required for steam heat 
ig systems design, Heat Transmission, 


steam 


Proportioning o! 
(‘himneys, Boilers, Systems of Heating, Installation 
lagrams tor Modulation and Vacuum Systems, Speci 
cations tor Steam Fle iting Systems, and Miscellaneous L'se 
ul Information Lhe total number of pages is 368. 
Members ot the committee who 


William 


are responsible for the data 
M. Treadwell, 


nd compilations are 


chairman; John 


Serrell, advisory engineer; William F. Bilyeu; Charles F 
eveleth, J. Logan Fitts; Sidney EF. Fi nstermacher: Harry Vl 
Piller: 7 a 1? el ilnh { , Rosenhbach. 








Twenty Years Ago in 
‘Domestic Engineering’ ’ 














Saturday, September 6, 1902. 
Uniform Charges for Cartage.—The jobbers of plumbing and 


hanting lsac Y Wa 8. 4 oe 1 , = . +! 
eating supplies of Philadelphia have established a uniform scak 


OT cnarges ror the ‘at live ry of pon ds to dy tant part: of that city 
ind its suburbs. For delivery within the radius of three mule 


ates aon il . | : , . + 4 
C1Ly hall, no Charges are made, For deliveries between 


/ 


from the 
three and four miles, $1 for single loads and $2 for double Joads 
the four mules, 50 cents additional for each 
thereof. A of 2,250 


double load is to consist of more thin 2,250 


For deliveries beyond 


miles or fraction single load is to consist 


pounds or less; a 
pounds, but shall not exceed 4,500 pound 

A Successful Convention.—-The opening of the new building of 
James B. Clow & Sons, Chicago, was fittingly celebrated by holding 
a three days’ convention of their salesmen. | | 

A New Idea.—The Master Plumbers’ Association of Grand 
Rapids, Michigan, has taken a decided stand in relation to figuring 
contracts for competing bids. Hereafter the master plumbers ot 
that city will make a charge of 2 per cent on the gross amount of 
each contract figured, payable on delivery of bid, the successful 
The masters believe 
this plan will do away with the bad habit of asking ev e:y plumber 
to bid, but, should the practice continue, those doing the bidding 


bidder not to receive any compensation. 


will be sure of getting paid for their work. 

Big Contract.—John Boyd, New York, has secured tle @ ntract 
for the plumbing and heating of the new Connecticut Mutua! 
Life Building. 

Plumbing 7,000 Years Old. 


the ancient City of Nippur, near the 


It is reported that in digging up 
tden, a drain 


The age of this drain 


Garden of 
pipe, made of water jars, has been found 
pipe is supposed to be about 7,000 years. 
A New Company.—The Burlington Brass Works. Burlington 
Wisconsin, have been incorp rated with a « apital stock of $10,000 
Strike at Zion.—All the steam fitters at work on the building 


at Zion City, Illinois, are on a strike because of a promised increase 


not fe rt hee ming. 


In wages which was 




















Steel and Iron 


, ‘ ‘ | | 


? | 
(‘considerable interest in the steel piate market last WecK 


was shown because of the rising tendency of quotations on 


all new business. The leading interest has brought the market 


minimum to 1.90c for both plates and shapes, but the inde 

pendent plate makers are generally trom $4 to $5 a ton above 
this. <All plate mills in the Pittsburgh district are operating 
at the best possible rate, dependent upon raw steel supply 


and fuel. 


Specifications are sufficient to maintain pressure 


a SCvcre 


on makers for shipments, especially for car materials and tank 

plate, which just now is unusually heavy in demand. 

and demand 
Che 

ared 


Structural material has picked up in activity 
for new building enterprises has surpassed expectations 


LISappe 


seasonal quiet that seemed to be approaching has ¢ 


New inquiries for shapes 


to a large degree. | 


material are on the increase. Some oft these inquiries appearing 


have been deferred for some time, and are reappearing afte 
the lapse of months only to find conditions rapidly tightening 
up for steel supplies, while tabricators are loath to assume re 
sponsibilities when it is increasingly difhcult to secure ma 
terials already contracted for for work under way 

The situation has put a maximum of 2.50 cents on plate: 
narket, at which 


market 


leading 


and 2.25 cents on shapes in the Pittsburgh 
made ot late. Lhe wire 


that 


nal 


the 


actual sales have been 
has been strengthened by the announcement 


interest has advanced its nail base to $2.60 per keg. This 
eliminates the $2.40 base that the American Steel & Wire 
persistently held in the market long after independents had 


he 


» obtain any 


marked up to $2.50 and $2.60 their nail lists demand 


and it is difficult t 


_ 


for nails has increased heavily 


immediate shipments of any material. Stock lists show 
hadly mixed conditions ot these sources of supply and less 


than carload lots of nails are selling more frequently at as 


high as $2.90 base. 
Wire rods 


selling price 


are specifically off the markets. The minimum 
4 


mentioned is $45. but some small tonnages that 


had been available for immediate shipment were taken at 


$48 and as high as $50. 

Skelp is averaging considerably higher in the current market 
The old base of 1.70 
eliminated by the 
available in any grade ot skelp under 2 cents, 
it 2.10 cents. 


trading. cents has apparently been 


present conditions and nothing appears 


and some busi- 


ness was taken last week 


Though most ot the present demand for pig iron 1S for 


there is. here and there. a transaction in 
steel making grades. The N. & G 


Md.. wants 5,000 tons ot 


foundry grades, 
Taylor Company, Cum 


berland, basic iron for immediate 
shipment, but has so far been unable to find the tonnage in 
the East. An Eastern seaboard steel works sold a fair ton 
nage of off-grade basic to a Pittsburgh consumer. 


Basic iron 
is presumably trom $30 to $32. furnace, though one maker 


price of $28. Whereas in normal 


is reported to be naming a ]} 


times New England is a district where many iron producing 


territories compete, now there is practically but one kind 
of iron available there, and that 1s foreign iron The large 
stock of Southern iron which had been accumulating at 
Providence for the past four years and which was put there 
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rgely when iron was over $40 pr et 
ally exhausted NAales tr tore ! n New | ind last 
‘ ek were Tye +f 7 OOO . | et } ‘ é ryar qi 
prices, varyil trom $24 tor | ' to §$ Scotch 
Prices of eastern Pem inia irot | ther $1 


Iron pri 1! { ca » | ( I 1 the 
“Alle prop r? ‘ ‘ } ‘ ‘ ? { y ) 
] rycy 44 ’ ’ { ; \ + \ 

MOLIiRS Ly i ae ) 1( i ] { ) } ‘ ‘y¥ < | 
iV ¢ iL) T>¢ ] eel rr) { ] ; i} 1} ‘ | t ’ ™ ¢ 
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lov < C4 t } c ' _ ‘ ‘ ' \ 
( Sf) i i 1} ct i . \\ 41 
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SITi¢ t ] na ) rry] P pty tot i (“¢ T ? “af 
’ ‘ 

’ , f ' ? 

( hicago and A Iwan Na pur d 1,500 tor I f 
| 
PO! it (hi ] t Oy} Ld r DASE 
, 
wy r rs tT) ’ a i} ? ' ’ 

| i' ‘ } ] i as 
\ > , , 

NO Z tounse | ittch ry SG | {) 


\” ; { 

NO 2X. I: istern Pennsvivania 
y ) 

No. 2 Southern 


No. Z Toul dry. { hicago. fury ce ) (0) 
Basi valley lIurnace () (}0) 
Bessemer, Pittsburgh een ) ( 
Copper. 

Produ Cl obs f that 13 Ce] (i ¢ pp miust 
ill ib orbed [Le iu nquirie l O 1 iriably re init 
in it 14 cent Buyers would ot course patronize the 
IS g cent elles il uch { a ( ted ()ne troubl: with 
t hie oppel ? (| that , tiy lstian art , ‘ 
sale ire mad ire still in the n Is Oo elle % t 
sales, therefor eem ve mall ! compat 
compared with p ' time eem ery f od ind 
tisti show that COppel ule during the past J ea 
both here and ab id, were 160 per cent better than ¢] 
ot the ime montl n 1914 Phi Vv the -.. 7 
nations ere preparing tor ir and hence d ind mit 
coppet [he average price in Jul 1914. y 13.2 | 
Nl lu t| VCa 13.4 Gs I i! tw 1] hye rved tft »f 
Copper price are low when the p ent t 
commoditi toda ompared with that t 1914 

Phe (merical bra (_ompan' ha te ed ’ 
COppel produ f< Prom » Cen? tr) ] cent+- pet rtroycl thy, tor ; 
advance since July 27 

On the Ni W Yor] Met i LTi gre the ec t 
electrolytic unchanged at 135 cents bid, 14 t ked and 
13.75 cents settling price not to Octoh tand . 
was up 5 points to 13.25 cents bid, 13.35 tt 
spot to October 

Tin. 

It how di velop that the heavie t bir ine ‘7 ee 
this week occurred arte! seller: h id excnat ced ‘ > oyrr thre 
metal exchangs There were hea ff ut ve 
little buying. Prices are about cent le : market 
Straits ti sells at 32.5 ent ror t rit , 
futures Ninety-nine per cent tin commands 3] 
to 32 cent There are nally ce ntradictory predictions as to 
what the world’s visible supply statistics will | vhen onl 
lished next week. Some argue that tl 
at least ].000 tor ‘thes that ¢ 
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amount. ports in August are 3,190 


tons, with 150 tons at Pacific port Tin afloat is estimated 
at 6,385 tons 
Lead. 

The lead market continues quiet, particularly in the East, 
though one East St. Louis interest has been selling fair 
quantities at 5.55 cents. Other producers in that district 
are holding to 5.62 cents to 5.65 cents. ‘Those users ot lead 

ho make it into turther finished products, such as paints, 
toragt batters . il ( cab. are very bu y. Lead at New 
York is 5.85 cents bid and 5.90 cents settling price, spot to 
Noven 

Zinc. 

Thought there were rumors ot shading ot zinc last week, this 
could not be tracked dow: Most sellers reported the bulk 
0 Lit Vy Tye r | le at t sani yrice of 6.25 cents 
East St. Louis, with me sales at 6.275 cents. There were 
bids at 6.20 cent but none of them were accepted. Makers 
ot Ivanized cet c¢ | trouble in getting suthcient 
( rrititize Ol ty] | oe Ot thre strike : The New 
York price was quoted at 6.55 cents. East St. Louis figures 
were 6 1/75 cents bid. 6.25 cents asked and 6.20 cents settling 
{ | pot to ()ctoher 


Other Metals. 
Quotations on other metals in New York are as follows: 
Aluminum in 15-ton lots, 99 and purer....20.00 cents per Ib. 


Antimony, Chinese brands ............... 5.25 cents per lb. 


New York Old Metal Market. 


The following prices are current for old metals: 


Buying Selling 
Copper, heavy ...... ....11% to 11% cents 12% cents 
ee 9¥%, to 10 cents 10% cents 
ee 54% to 6% cents 6% cents 
a is oe ered 45% to 4% cents 5 cents 
oo ied lees aie eel 3% to 3% cents 4 cents 
Crucible copper .............12 to 12% cents 12% cents 
Zinc, new scrap 4% to 4% cents 476 cents 


Chicago Old Metal Market. 


The following are the current prices for old metals: 


Buying Selling 
Crucible copper .............11% to 1134 cents 12 cents 
Heavy copper and wire....... 1] to 11% cents 11% cents 


Sek 914 to 10 cents 10% cents 


a ae to Y) 


Light copper 


ie ee cents 9% cents 
4 


New brass clippings .......... 8 to 8% cents 8% cents 
Heavy vellow brass........ :. ae to 7% cents 7M cents 
Light brass 5 to 6 cents 6'% cents 
EE EE re i 43 to § cents 5% cents 
ae vebecs tera e att 3% to 4 cents 4% cents 
ED epi enh die eee eee etnies ear eebala 3! A to 4 cents 414 cents 
oo a ee 26'2 to 28 cents 28% cents 


In the New York Supply Market. 
New York, N. Y., September 2.—The factors of unsteadt- 
ness in the New York plumbing and heating supply market 


outlined in the last report—coal, railroad and foundry strikes 


continue to dominate the situation, though in varying de- 


grees. With every week the coal strike continues, the position 
of the foundries becomes more precarious. In many cases 
operators have only two or three weeks’ supply of tuel 
in hand, after which, unless there is some new development, 


it will be a case of shutting down. The situation as regards 


the railroad strike is not so serious, as the companies appear 


to be able to handle their freight fairly successtully. There 


are naturally delays in shipment but not to anything like the 


extent that was anticipated. The numerous foundry strikes 


or threatened strikes are more serious in their immediate 


effect, as in the 
the second case they cause price 


first case they hold up production and in 


advances, which are not 


welcomed at this time of the year. 
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The situation in regard to the individual lines of supply 
remains more or less unchanged from last week. Demand 
is fairly well maintained, particularly so for the beginning 
of September, when there is usually a marked decline; and 
prices are steady. One or two firms report an advance in 
brass goods, but in this connection it is explained that these 
are not so much advances as the putting back of excessive 
reductions made earlier in the season. Jobbers at that time 
were perhaps too eager to get business and cut into their 
margins more than they could afford, and manufacturers did 
the same thing, with the same result. The later tncreased 
cost of production due to strikes and other causes rendered 
the maintenance of these price levels impossible; hence the 
recent advances, it 1s stated. 
Soil pipe continues in good demand with the situation 
aggravated by a shortage of stock and difficulty in obtaining 
supply renewals. Manufacturers have not yet caught up with 
the orders on their books and present conditions are making 
this result more and more difficult, but hardly enough to 
cause a shortage in that line. 
iron pipe is active, and the advance reported 
There is a reasonable 


business offered all the time. 


Wrought 
recently is being well maintained. 
amount of 

Steel pipe is also in good demand and the advances pre- 
viously reported are by this time fairly generally acted on. 
It is expected that this commodity will remain at its present 
levels for some time now, unless something happens to boost 
it. In the present unsteady conditions anything may happen, 

That 
than is 


and this applies to all supply lines in this market. 


remark may be trite, but it has more force now 
usually the case. 

Brass goods are being forced up in certain lines by the 
increased cost of production and the fact that these lines 
were reduced more than was reasonable earlier in the season. 
Only one or two firms have notified advances so far, but it 
is expected that others will follow their lead in the very near 
future. 

Enameled goods remain steady as to price and fairly active 
as to demand, but with no price advance scheduled as likely. 
The demand for this line is rather more active than is usually 
the case at this time of the year, and some jobbers have 
all the business they can handle. 

Steam heating equipment continues to move towards greater 
activity, marking the beginning of the fall season business. 
There is a fair call for repair parts reported by some houses 
volume of 
The continued activity of the building trades is 


and new construction provides a_ considerable 


business, 


factor of 


_ 


importance just now and this shows little or 
no sign of diminution, and from these signs the trade is 
hopetul of an exceptionally good heating season. 

“There isn’t really much change from last week,” said a 
representative of J. R. McMann. “Shipments are being de- 
laved from various causes with which your readers are no 
doubt familiar, and stocks are reported low in certain lines 
of supply. There is a slight falling off in demand but not 
The market has not yet thoroughly digested 
the recent price advances and conditions in this respect are 


noticeably so. 
a little unsteady.” 

“We would have no complaint to make if it were not for 
these strikes,” said E. A. Pinchin, New York manager of 
(he Wolverine Co. “Stocks are reported low in some lines 
and the this respect is likely to grow worse 
rather than better unless they can call off the strikes. Rail 
shipments are being delayed, though not so much so as we 


situation in 


The strikes at the foundries are 


feared would be the case. 
hoosting the cost of production and some operators have 
only a few weeks’ coal in hand.” 

“Apart from a little more stringency, owing to the strikes, 
there is no change in the situation,” said H. H. Seabrook, 
president of the Nason Manufacturing Co. 
little quieter perhaps but not too much so,” 


“Demand is a 
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In the Chicago Supply Market. 

Chicago, Sept. 6.—Representatives of the various manu- 
facturers that supply the large amount of plumbing and 
heating material that finds an outlet on the Chicago market, 
express various opinions on the market conditi 
now existing; in some quarters the demand seems to have 
fallen off considerably while others report that they see no 
cessation of the insistent calls for more supplies, but they 
are unanimous in saying that the rail situation is proving 
more and more disastrous to production, shipments, and 
business in general 

In instances where the lightening of the demand would, 
ordinarily, give manufacturers an opportunity to cut down 
on the number of unfilled orders, the lack of cars to ship 
raw materials and finished products has created a situation 


— ° ’ 
as had as. if not worse than. that which existed when the 


first heavv demand heralded the arrival of the building boom. 


The majority of the reports have it that there has been a 


falling off in new business in steel, wrought tron and _ soll 


: | 
’ 
' 


pipe, yet in only two instances was it reported that companies 
had been able to catch up to some extent on orders as a 
result. 

The heating season is developing in fine shape, according 
to the leaders in this field, and while the demand 1s steadily 
growing heavier, deliveries are being kept prettv we 
date. A shortage will probably be experienced in this line, 
however, since boilers and radiation are becoming scarcer 
as the heating season advances, and deliveries are slowing 
down somewhat. 

Steel pipe is still active, with perhaps a slight falling off 
in new business. Demand is being well sustained in this 
line, however, by the heating season just opening up, and 
also by the fact that jobbers are now making an effort to 
build up their stocks. The general feeling in steel pipe circles 
is that there will be little opportunity afforded to catch up 
on shipments before December and January when the mid 
winter lull sets in. 

Fr. A. Lathrop of the Youngstown Sheet and Lube Com 
pany, covered the situation briefly when he said, “The 
demand is good in the Chicago district, but you can't 
make steel without coal, and you cant get coal without 
transportation, and you can't deliver pipe without cars to 
haul it in ——so there is the answer to any inquiry you might 
put in regard to steel pipe.” 

It 1S difficult to cover the soil pipe foundries with ally 
general statement, for with the present embargo on shipments 
over the Southern railroads, location plays an important part 


in the ability of a foundry to deliver on the Chicago market. 


One representative says, “Soil pipe is standing still at the 
foundry, each day threatens to be our last, tor we are unable 


to get raw materials in or the finished product out.” 

B. A. Shutz of the Central Foundry Company 1s decidedly 
more optimistic however, saying, “The general outlook is 
better now, there has been some falling off due to the lateness 
of the season, and I believe most toundries are now on a 
thirty-day basis. Orders that are being taken now are mostly 
to fill in stocks. Jobbers are not having much trouble getting 
the soil pipe they need within thirty days at least.” 

There still exists a decided shortage in the higher grades 


of enameled ware, particularly bathtubs. The companies that 


tf 


ply the bulk of this material are about ninety days behind 
in shipments. Brass is enjoying a tair demand, com 
mensurate with the amount of plumbing work that is now 
being finished up. 
In the Philadelphia Supply Market. 

Philadelphia, Sept. 4.—Shortage 1n both long and short 
pipe, with prices on this as well as soil and wrought iron 
goods governed almost entirely by the quantity wanted and 
the necessity of the buyer, continues to be the feature of 
a supply market that has registered no new “highs,” although 
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TULSA, OKLAHOMA, HOLDS FIRST OUTING. 

I he uting idea that is hec i? hitutio! 
plumbing and heat in| ma itn tf the country has 
hit Tulsa, Oklahoma, and according to the enthusiastic report 





At the Tulsa, Okla., outing.—tUpper Picture: D. W. Holmes, 
Piumbers Supply Co.; Simon Lerner, Raymond Supply Co.; 
John Madden, Meister HBrothers-Bracht Co.; W. KE. Thatcher, 
Kewanee Boiler Co.; Pat MeCoy, Hause Mfg. Co.; E. E. 
Thatcher, Wolff Mfx. Co.; SN. E. Bleuler, Crane Co. Lower 
Picture: Vice-President HU. EF. Knohs, President J. A. Noyes; 
Secretary L. M. Meger, Treasurer N. G. Watt and Assistant 
Secretary D. BR. Lynch. 


ot the event turnished by DD, RR IL_vnch, it will become a 


permanent part ot the [Tulsa association's activities 


echangngldes || (What Associations | 


. 
fou aiathien A re |) Ol ng 











—- 








The picnic, held on August l6th at Sand Springs Park 
vas arranged for by the members of the Tulsa Society ot 
sanitary and Heating Construction Engineers, but all othe: 
naster plumbers and steamfitters as well as all journeymen 
t both trades were invited to be present The turnout was 
ill that the committee had hoped for, and the attendance num 
ered about six hundred in all. Every family brought its own 
unch basket, and the association maintained a refreshment 
tand where soft drinks and ice cream were on tap free ot 
harge at all times 

the ball game between the masters and their journeyme 
proved one of the star attractions ot the day. Carnahan 
twirled for the masters with Shoemaker behind the bat, while 


the journeymen’s battery was composed of Bennett and Bar 


low The latte: combination proved too switt fot the “bosses” 
ind they went down toa 14 to & defeat \ complete Pprogerat 

sports was run off in the afternoon, with races for children 
ladies, masters and journeymen. \ liberal number of prizes 


kept up the interest in these events tor contestants as well as 
spectators. Dancing was the closing number on the pro 
ily enjoyed. by all. 

Credit tor the handling of the arrangements for the picni 
goes to the committee which consisted of: J. L. Heath 
chairman; L. Fk. Huddleson; W. W. [elison and D. R. Lynch 


HOLD OUTING AT OLEAN, N. Y. 


Master Plumbers in the vicinity of Olean, New York. and 
irious members of the trade from Jamestown, Dunkirk, 
\von, Fort Allegheny, Wellsville, and from Bradford. on 


| 


the Pennsylvania side of the line, joined in a picnic and 
uting at Riverhurst Park, Olean, N. Y., as guests of Fred 
leVallevy and Arthur Mcleod 

the 52 who attended were welcomed by Fred LeValley 
and mttroduced around by Guy Swart, so that by 2:30, when 
the entire party sat down to a chicken dinner, they felt 
that they had known each other for years. The suggestion 
was made, apropos of the large amount of chicken on hand. 
that the hosts must have been out a good many nights catch 
ing the banquet. 

When the cigars were lighted Floyd Sharp of Jamestown, 


who acted as chairman. read a telegram from Arthur McLeod. 











Delegates and guests at the first outing of the 
LAH 


Society of Sanitary, Heating, and 
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At the Lancaster, Pa., Outing.—A. M. Bare, EF. I. Kraber, and Charles A. Getz, of York, Pa.; Group of guests in front of 
the establishment of Bard, Blankenmeyer & Co.; Master Plumbers of Lancaster, Pa. Lower How. ©. Naus, J. U. Luts, Jr., 
Hi. T. Kieffer, W. M. Logan, E. TT. Palmer, EE. L. Fisher, W. A. Klitch and kh. TT. Rineard; I. DD. Miley, Raub Supply Co.; W. A 
Brinkman, Lancaster Water Department, and Mayor F. ©. Wusser, of Lancaster. (.roup of sales representatives. 


stating his regret at being unable to be in attendance and His Honor and the lead 

wishing the crowd a happy day. Mr. McLeod has been © political regimes were present. Harrisburg, York and Rk: 

confined to his home through illness for the past five weeks ing were ably represented by tair sized d 

Mr. LeValley then extended a formal welcome to the guests, lhe members and guests started from the st 

expressing the hope that many similar events would follow. Blankenmeyer & Co. at ten o'clock and proceeded by aut 
Chairman Sharp then sprung a surprise by presenting M. J. the Green Tree residence, twenty mules away. It 

Kennedy of Brooklyn, president of the state association, who pleasant ride over the concrete highway through thi 


- : Fr VCH] rr] Oure8nti r] (i? ' ! i VA ny “fit? t) Wet s 
had come in atter the dinner had _ started He told his @8rcultural country, Carl Long and Wm imps wel 


: : , . hy) f () ‘ leg , thie sift “Ss 
audience what 1s being done by the association, pointing out hand to welcome the visitor 


i , 2 7 "Y aieeh ’ chote? vat ey cf ty, Ta -valen arat mreec oY , 
briefly the benefits to be derived trom 1t. nris 1 Bachot Priel tal i L pore id It, ane 
;' ; ; Mr. Fries, both ot Reading, journeyed down trom that cit 
B. Joseph O'Donnell of the National Prad extension : 
) ‘4 . ee , 2) 1¢ i mrt i " teas tli 
Bureau then “had them at his mercy,” as he put it, and he , 
, , it was " time alter ¢ me reached Gree ly 
told them some things that were complimentary and some . | . . 
| : ; until the everlasting lebate by Edward Deet ind = W¥4 
things that were otherwise, but everything he said hit home . 
' ' Stumptl bye hel TI lt aS alony politi il lines and it all de pel 
and was ona subject close to the hearts of all the trade +. ae 
OH WHOSE party Is 1] power as To who shal Vil lt Ati 


; ; - rs . WISI n f CCeSS \ ' , 
He told thre - that thie iii St pre requl it¢ toi ll Wa oreat entertan rie nt and at eat hy outine if 1S look« | ' 1 
organization otf the help that the National Association and \ | ' ; . = ;  « 
| Tr . : , ; unchnheon Was served at ociock with lquid retre 
the Trade Extension Bureau would be to them in building ' ; 
* , : : . ments. In the atternoon cards Creiliie and pene ral top! 
bigger and better business. \fter a few words ot thanks és 

qadiscussion were the torms ot, amusement fohn Schaum 
to the hosts, the enjoyable event was brought to a close. : ! : 
2 led a party over to a cattle rarch to inspect some prize nerd 


1 ’ ‘ ‘ 
In the eve ning an excellent supper was Sst rved. the colored 


LANCASTER, PA., OUTING AT MAYOR'S ESTATE. waiters and chef radiating true Southern atmosphere about 


Le the place. Turtle soup, ham, corn, beets, pickles, tomato: 
The Lancaster Master Plumbers’ Association held their and several side dishes were on the bill of. fare. 
outing at the Green Tree residence of Mayor F. C. Musser, The committee in charge of the outing was Wim. Stur 
Lancaster, Thursday, August 24, 1922. (Carl lone and Mohler Bard 
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tion Engineers, of Tulsa, Okln,, held at Sand Springs Park, August 16th, 
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STATE OFFICERS SPEAK AT HARTFORD, CONN., 
OUTING. 


he Master P \ ciation of Harttord, Conn., held 
its annual outing at Lake Compounce on August 29. Meeting 
at Hartford at 9:30 about sixty plumbers traveled to the 
cene of the festivities in the automobiles ot the members. 
Immediatel arte { il a ght lune 1 Wa served 
Then the fun begat picked teams ot plumbers batted 
the ball at each other till they were tired out. To rest up 
t! ' man started t on the race lames Byrnes 

a box ot cigar the hfitts ird dash and as Pat 
} irtone carne | t r¢ eived } hottle or castof;r oil It 
must have worked be e he tied with Da Muir in tl 
ick race d n the run-off, receiving a py 

Matt Hogan proved the 1 test tat man, » he received 
1 cigar | 1, \ relay team of 1 mbers ran a team trom 
the supply house ragged ind received va So. did 
eve me else By tl tit everyone was ready to eat a 
little, and dinn vas served 

\t ts conclu nm Edward | Maloney, pre sident of the 
State Association, and Edward P. Dunphy, secretary, spok 
bnefly, urging those present to support their association | 
regular attendance and activity \ standing vote of thanks 
Was given those present trom the State Association, who 


(;seorge S. Bull, financial 


| . 
hy, recording and corresponding 


M rlone y. pre side nt: 


Peterson, past 
Rav C. Arnold, C. E. 
D. J. Lynch, and T. J. 
committee. 

On motion of President J. H. 
three 
J. L. Fierberg, chairman; E 
frank Mahoney. 


The balance of the 


president; 
Harry J. 


chairman of the resolution 


representatives 
Townsbury, 


Kennedy and 


Dowling. 


Harris a standing vote and 
committee which consisted of 


Sadler and 


cheers were given the 
Taylor, Ernest 
afternoon was spent in bowling, pool, 


dealing five cards, or whatever each one felt like doing. Some 


ot the ath tes reste | most of the time ‘The crowd left about 


five oclock saving. “Let’s do it again.” 
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TRENTON OUTING MARKS 20TH ANNIVERSARY. 


| 


The Twentieth Annual Outing of the 
Association of Trenton, N. J., was held at Springdale Par! 
Yorkville. N. f.. August 26, 1922. 


Coincident with the outing was the 20th anniversary « 


) 
Master Plumber 
Saturday, 
the organization. Several of the members who were present 


at the first meeting 20 years ago were in attendance th 


. cs . 
te 


4. 





Upper picture: W. 8S. Dignan, Herman Westphal, and Danie! 
Sisti. 
at Trenton outing. 


Lower Picture: Group of master plumbers and guests 


Wm. Cody. 
Carpenter, A. Scher 
Slack Brothers. An 
belonged twenty 


day. Among these were Walter Margerum, 
Harry Greiner, Wm. Boyd, Ed. H. 

W hitel 
concern present, that 
Wm. Dickson 


the younger generation of 


merhorn, Chas. ead, and the 


other years ago, 
was the Sons. They were represented by 
Dicksons. 

About 11 o’clock there was a steady stream of cars coming 
into Springdale Park. Despite the heavy downpour of rain, 
more than one hundred attended. It was feared that the 
annual baseball game between the Plumbers and the Sales- 


men would have to be called off, but it was a determined 





At the Hartford outing. 
ter Plumbers’ Association; Fdward P. Dunphy, Secretary of 


tipper Row: M. J. Hogan, Hogan 


(Connecticut 


Mix. Co.; EKdward L. Maloney, President of Connecticut Mas- 


Association; F. A. Mahoney, A. G. Wheeler, ‘' 


Gcoertner, J. H. Harris, President of Hartford Association; Frank Mahoney, Ernest Sadler, Ed. Taylor, J. L. Fierberg. Lower 


Row: FF. W. Murphy, W. J. Moran, The Plumbers’ Relay Team. 


Treasurer Thomas A. Dowling, and Acting Secretary Arthur 


Vice-President 9B. EF. 
VMeManus. 


Sullivan, President J. H. Harris, 








COP OMNES Ne 
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crowd so the affair was held in a slight drizzle. Abernethy 
captained and caught for the salesmen, while Tootell managed 
the Plumbers. The battery of Westphal and Pfleider proved 
too strong for the opposition. The plumbe rs theretore won 
8 to 5S. 

The game was filled with thrills. Cooper's one-hand 
catches at first and Griffith’s sensational fielding proved 
the features. Abernethy had control of the ball, so nobody 
was injured as there was in last year’s game. Umpire Ray- 
field experienced trouble in trying to satisfy both sides. 

Prizes were awarded by the I. X. L. Pump & Mig. Co. 
to the plumbers making the longest hit, the first run and 
the last put-out. Wm. Tootell scored the longest hit, Wm. 
Cooper, the first run, and E. L. Pfleider the last put-out. 


Dinner was served 1:30 in the park mess hall. 


In the afternoon the attractions were quoits, trap shooting 
and a — contest. A buffet lunch was served continu 
ously all « 

The aed press representatives called out the winners ot 


the various prizes. 


' National 


set 


Anthony Bruno won a tank heater donated by tl 
W. G. 


and 


Royer three of 
Chas. 
prizes being donated by 
by 


George Hornkith. 


Radiator Company. won a piece 


Kemble won an umbrella 
The Trenton Potteries 
and Hi. P. Martin & Sons 
Mr. Thos. Maddock’s 


donated a Maderno closet comb which was won by 


bathroom accessories 
stand, both 
Co. A vise 
was won 
Co. 
Kedelman. 


stand donated 
Sons 


Jack 


Tren- 


by 


Albert Piper won a flash-light which the 
Co. A tank 
Krieger which was donated by the 
ing Co. J. H. Williams Co. 
was won by John Wauters. 
Warren 


Barto was won 


ton Hardware donated. heater was won by 


Sell 


which 


Manutacturers’ 
Vulcan 


won 


Cus. 
vise 
tank 


donated 
Phil Slack 
Co. A 
Walter Margerum. 
Dickson, J. L. 


a 
a heater 


by Balderston box ot cigars do- 
Ed. 
of basin cocks was won by 
Works donating the 

The committee in charge the event consisted 


Daniel Sisti and Herman Westphal. 


donated 
A pair 
Moti 


by 


Wm. 


nated by 
[ron 
prize, 

W. 


of S. 


Dignan, 





NEW YORK MEMBER ON CONFERENCE 
COMMITTEE. 


-—~—- 


John a of the 
Pr. Me- 


at cepted 


President Irvine 
Master Plumbers, 
New York City, 


(Conference Committee. 


of 
Association otf 
20 E. 59th Street, 
a position as a member of the 

Mr. McLoughlin is a 
New York, and 
the World War, 


of Gas and Coal Conference 


At the invitation 
National 


Loughlin, 


Thomas 
has 
member of the trade in 
of the United States 
the National 
at Washington, D. C 


well-known 
the 
member ot 


prior to entry in 


he was a Bureau 


a 


PERFECTS A NEW IDEA IN HOUSE HEATING. 


By utilizing the heat given off by 
Cyril E. Marks, Madison, Wis. attorney, 
dence comfortably warm during the 


a) 


an automobile engine, 


has kept his resi- 
cold weather of last win- 


ter without using furnace or stoves. During the spring and 


the Mr. Marks has been 


to his new heating system and 1s now 


past summer, adding improvements 
prepared to introduce 
it to the public. 

A Pierce-- 


two local garage 


Arrow engine, a boiler which is the invention of 


men, a hot water system including fifteen 


radiators, a starting motor with its governor and thermostat 


inechanism are the main parts of the newly devised heating 
plant. The timing is set with the spark retarded and the 
compression chambers have been enlarged so that a minimum 


of power is expended in turning the engine. The engine 
easily be grasping the fly-wheel. 


The boiler is a sixty gallon tank suspended over the engine 


may 


stopped by 
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Simpler 
Stronger 
Lasts Longer 


Only 3 Parts 
and 


It Gets Into 
The Corners 


It’s the New 


LITTLE GIANT 


Pipe Wrench 








A glance at the illustra- 


tion shows why this new 
being instantly 
and joyfully accepted by the 
plumbing, gas and 


trades. 


wrench is 
steam 
fitting 


The “LITTLE GIANT” 
Pipe Wrench has only the 
three essential parts of a 
wrench, the Handle, the Movable Jaw and the Adjusting Nut. 
tverything else has been eliminated. On account of being 
“end-opening,” the “LITTLE GIANT” will get into corners 
and narrow spaces as no other wrench can. 





—— 


And here is one more BIG point. In spite of the extreme 
strength which is built into the “LITTLE GIANT” Wrench 


—— s drop forged from the best steel and heat treated to give 
/ maximum service—it weighs less than an ordinary wrench. 








That means something toward the end of the day. 


Write for circular 300 D, and our complete catalog showing 
screw plates, pipe stocks and dies, vises, cutters, etc. 


Ciant 





PIPE WRENCHES 


13, 


PATENTED FEBRUARY 1913 


TUE: 





2 | 


i335" 


GREENFIELD, 


« SAS ©8 OE) 


U ‘S.A 
NEW YORK—!I5 WARREN STREET 
CHICAGO—13 S. CLINTON STREET 





“MASS SS ce 


Canada—Greenfield Tap and Die Corporation of Canada, Ltd. 
Galt, Ontario 
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GUARANTEED 
ON A MONEY BACK BASIS 


To dissolve and prevent scale formation in 
heating boilers. Also to remove grease and 
oils from new jobs. Send for our special offer. 


BOILER SEALTITE CO. 
233 E. 63rd St. Chicago, fil. 





Blake Cast Iron Water Heaters 


Tested—No Leaks High in Quality 


Low in Price- 





H-1330 or Cross 


H-1320 of H-1325 of 
21 -14326 


H-13 H H-1i331 Section 
These little heaters are the best and cheapest you can buy 
Made to fit any style furnace or boiler, will develop maximum 


one foot of heating surface, which is ample to 
carry 35 feet of radiation Brass cleanout plugs at bottom make 
it easy to blow out sediment. Just the thing for furnishing hot 
water in connection with 30 or 40 gallon range boilers 


Nos. H-1320 and H-1321 can be lengthened out for any holes 


efficiency, having 


in boiler. (We do not furnish elbow.) Nos. H-1325 and H-1326 
are 2%4-inch center to center of boiler connection; H-1330 and 
H-1331 are 2-inch. 
rAPPING TAPPING 

No. H-1320.. % inch i Tn, «0006666688 bane 
No. H-1321 l inch No. H-1330...... % inch 
No. H-1325 % Inch No. H-1331 i inch 

Approximate measurements 244” x 344" x 12". Weight about 
R'6 pounds. ll receive a thorough water test before shipping 
All jobbers will be glad to supply you 


Catalog H, showing our full line of Plumb 
ers Specialties willbe sent you on request 


Blake Specialty Co., Rock Island, Illinois 
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within a few inches ot the nder heads. The water from 
the jackets of the engine circulates from the engine to th: 
er and back aga In order to prevent a loss of heat 
from the motor going thr rot the ; aust pipes out into the 
r this exhaust directed to a header in the boiler. The ex 
haust gases leave the header at one end and pass through a 
| suspended the water tank 
\\ hen the } se tem ratwure dro ton 70) degrees the the ! 
] stat instead f cl nya check and ope nya draft Ciosé 
two electric circuits—the spark and the starting motor. When 
the engine is started the centrifugal governor riding on the 
a vheel iutor! it b f iks the { rrent 
The fact that the ordinary furnace is said to be but 15 or 
20 per cent efficient and the knowledge that the average gas 
engine can get no1 e than 30 per cent of the energy turned 
nto the work, gave the attorney the idea of turning the gas 
engine to a heating plant 
Since 7 er cent of the energy in the gas goes into heat 
the engine 1s run to produce work, the gas engine 1s 
times as efficient as the turnace in generating 
it.’ Mr. Marks said. “This occurs before any attempt 1s 
iade to decrease the amount of work in turning the engine 
[he problems to be faced were two in number: to save the 
eat which ordinarily goes out through the exhaust pipe and 


reduce the amount of energy turned into power to a mini 
hciency of the engine. 

. eck ; 
We secured the heat trom the exhaust by piping it through 


4] . : er ana «usa | co 99 _ thea . : . ” 
e boiler and we have made the combustion chambers larger 


} ? } ' | } 1. is . . . * 
d set the spark back to make the engine turn with the 
east amount of r| \s it now, our heating plant is 84 
ey cent efhicr ryt 


attached to the gas pipe leading to 


the engine and the bill for gas used in this heating plant 
tor three weeks was $12. Coal heat in the same residence 
for a similar period cost approximately $50, Mr. Marks de- 
lared. Furthur tmprovements will be made on his novel 
home heating plant he said, and it is planned to use the 
same system during the coming winter 


ee ne —— 


HALF-MILLION TO BOOST NORTHERN 
CALIFORNIA. 


RAISE 


San Francisco has just succeeded in raising its $500,000 

hoosting Northern Calitornia, though from the way it 

iS oTOW ' thie past six months if would not seem to 

ed boost <, B it there has always been a 1 alousy of the 

iv in which Los Angeles has taken the lead and put things 

ve so San Francisco concluded to “show them how”, and 

the $500,000 is for that purpose. The greatest obstacle in 

the way of rapid growth ts now the shortage of skilled labor 
the building trades 


OLMOW ITY this 1s the announcement that the San Francisco 
the organization that has done so much 


hd the 


| push development past year, will con- 

f erations tor another year. To this end, a commit 
t oft | mess men has been appointed to raise funds, it be- 
msidered that S60.000 will be needed to carry on the 

ear’s work Frederick D. Cloud has been made manager of 
the Communit Finance Service as Riddle, prominent 


Tri¢ mbers. has heen made 


()n this 


the plumbing interests 


laving committee. 


committe: 
of the city, 


etn eters } . 2 ad , _ F 
artine ot the new drive. Kincanno: 


ind Perogo have broken ground for a new $150,000 apart 


ment house on Leavenworth Street between Post and Crear 


PUBLIC SPIRITED PLUMBER PRAISED BY PRESS 
Anthony P 3330 
est, Washi 


Avenue. 


long ago 


North 


that 


wOTVla 


decided not sO verv 











DOMESTIC 


September Q 1922 


of the many people that pass his house daily them 
might be thirsty. and a at ont 
lawn a public drinking tountan Mr. F Ho turther 
cided that since the travell 
him now and then, true | 
good drink, so he arranged cooling syste 
fountain was supplied, 1 
but with real ice water 

he good deed 1S already reapine 
paper in Washington has printed a picture t the Iittlh 
the donor's generosity has bet the subject ot a number of 
write-ups, and everybody that stops to drink glances up at 
the sign on the tront por that 
A. P. Bovello is a p It ' 
reafonable to expect that the next time work is needed in 
the home of someone who has quenched his’ thn 
Bovello,” Mr ovello will fb illed in tor th I) 














Fountain tostatled 


Iinjoying the 
by A. P. 


Washington, D. C., Children 
Rovello. 


KENTUCKY LEADS IN NEW POSTOFFICES. 


a ee ee 


states 


Kentucky, with twelve new postoffices, led all 


tor new postoffices established during the last fiscal 


f ; 
j ] 4 
Washington. Minnesota 


+ 


| 
six other states showed gains 


Irom 


according to official reports 


was second with ten. Only 


BERKELEY HEADS STATE IN PER CAPITA 
BUILDING. 


Public buildings are becoming an ever gt 
building Not 
Oakland had great school-building programs, but the State 


owing tactor in 


operations. only have San Francisco and 


has added much to the program of Berkeley, which 1s a con- 


. _—s ies = 
tinuation of Oakland on the North. Here, during the past 
year, the State spent $701,395 for building, and during the 


77 7 2 ~ ‘ " *, ‘ cies a | ; 
coming semester, will spend 3929,UUU On a New Educational 


Hall. William Randolph Hearst will also complete the re- 
building of the girls’ gymnasium, recently burned. 
The city of Berkeley itself has increased its building tor the 


veal to $4.859.000: last veal ~ record beme SZ YI I CU). ( )t 


this mcrease 
in home building of 150 per cent. This record puts berkeley 
at the head of the state building. In addition 
to the above projects tor the it of a $250,000 ad 
Hiospital Ane 


oy ( 


9 , j | . . : ‘? 
$3.223.000 went into homes, representing an 
ae ’ ‘ 


) 


In per capita 


7 


future, is th: 


dition to the Templ note 


ither building oi 
| 
i 


being planned is a $150,000 cS COFrner oO} 


(enter and Shattuck. 
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| | Wolverine, | 


[ | PLUMBERS BRASS AND SPECIALTIES ] 


| CAST IRON TRAPS 


; 
' 








| 











Self-Scouring 
Adjustable to any position-Non-syphoning 


Immediate Shipment 


We sell the Plumbing Trade Exclusiv ely 


WOLVERINE BRASS WORKS 


Manufacturers 
GRAND RAPIDS, MICHIGAN 


WOLVERINE CO., Inc. WOLVERINE BRASS WORKS. In« 
New York City an Francisco, Cal. 


DAYS’ TRIAL 


Offered You on a 


Penn Vise Post 
& Pipe Bender 


Pays for Itself 
Every 60 Days 


u 


















If you’re from Missouri, get 
one on trial from your job 
ber, or write us direct if 
your jobber cannot serve 
you. 








Steel Pipe and Malleable 
Iron Construction. 
Equipped with 
Reed or Vulcan Vises 
Made in Two Sizes 





Penn Engineering Co. 
Reading, Pa. 
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-EBONITE Tank Valve Balls 
| Are Different 





HARD HARD 


SOFT 
SOFT SURFACE 
OUTSIDE 





HARD 


Sizes 2°.,2.., 2%, and 3 in, 


HE EBONITE is not merely “another” tank valve ball. 
It is made on an entirely new and different principle 
and gives a decidedly different kind of service. The cut- 
| away view shown above makes it clear at a glance how 
| Ebonite Balls differ from the ordinary variety and why they 
| outwear and outserve any other tank valve ball made. 
| EBONITE Hard Rubber Tank Valve Balls absolutely will 
| not swell, crack or collapse and are so guaranteed. 


A request on your letterhead 
will bring you a free sample ball 


The Luzerne Rubber Co. 


Trenton, New Jersey 
Chicago Office: 564 West Monroe Street 

















Somerville 
(S.. 1. We) 


Soil Pipe and 
Fittings 


Are mechanically correct 
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In other up-country places considerable large projecting 
is in the air. For instance, the Yuba County Chamber of 
Commerce has decided to construct a $400,000 hotel, and 
has entered into contract with F. D. Cloud, of San Francisco 
to look after the incorporation and float the stock. Thi: 


amount is intended to include site and equipment. 


—~ 


BATHTUB INSTALLED IN NOVEL TOURING CAR. 


The latest novelty in bathing arrangements that has come 
to our editorial attention is a porcelain tub installed under 


~ 


the floor in the rear compartment of a large touring motor 
car. A hinged floor is litted, the water is turned on from 
a sixtv gallon water tank, and the tourtst can laugh at the 
country hotels where the bath is still considered a week end 

The car was designed by its owner, C. F. Rouze of Pontiac, 
Mich., and other features embodied in its unique construction 
are: two rooms, a living room and kitchen that may be con- 
verted into separate sleeping rooms; kitchen sink with run- 
ing water: toilet, clothes closet, cooking stove, writing desk 
and ice box. 

Mr. Rouze, since making the “Tourmore”’, has traveled 
more than 6,000 miles in the central and western states. 
CLEVELAND BUILDING SHOWS PROMISE SAY 

PROMINENT CONTRACTORS. 





Labor conditions in Cleveland during the past few months 
have not been very encouraging and prices have been such as 
to exert an untavorable influence on the various trades, but 
leaders in the plumbing industry here say that despite this 
tact the plumbing trade has steadily increased, and that the 
present outlook tor the next few months promises well for the 
trade. 

“Business has been on the incline since last spring,” states 
M. L. Crowell, of the Crowell and Smith Company, “and 


although the amount of business has not been startling, the 


increase has been steady which is, of course, encouraging.” 





G. W. Sahlin, Shoppe Flush Valve Co., Newark; G. W. Busch, 
Josam Mfg. Co.; F. L. Shoppe, Shoppe Flush Valwe Co.; E. F. 
Fagan, Robbins, Gamwell & Co., Pittsfield.—H. J. Homer, J. D. 
Johnson Co., Philadelphia; M. F. Whelan, Thos. Maddock’s 
Sons Co., Trenton; W. M. Cooper, J. D. Johnson Co., Phila- 
deiphia; and E. M. Robinson, of W. 8S. Roe, Newark. From 
Domestic Engineering Photograph Taken at the Recent Con- 
vention of the New Jersey State Association of Master Plumb- 
ers at Newark, N. J. 


Charles Mallett, of the Schneider Plumbing Company, 
agrees with Mr. Crowell. “Business is holding up in a satis 
kactory manner,” says Mr. Mallett, “and although the com 
pany is not doing a large volume of business, it nevertheless 

















Se Poke i 





DOMESTIC 


September 9, 1922 
manages to keep all its men busy. The near future will bring 
i big business if the present prospects hold true.” 


T. E. B. SEEKS INFORMATION ON FINANCE AND 





CREDIT. 
A project is now being formulated by The National Trade 
Extension Bureau -to prepare a book tor the plumbing and 


heating dealers on the general subject of finance and credits as 
applied to these two specific industries. The title of the 
book has not yet been decided but it will be something 
analogous to “Financing a Business.” 

In order that the work may contain authoritative material 
representing the best practices and intormation in modern 
business methods, the bureau has written a number of letters 
to a selected list of credit men who are connected with the 
various concerns contributing to the support of the bureau. 

It is the hope of the bureau that it may be able to popular- 
ize the book by selling it at cost, supplying it in large quan 
titles to associations, wholesalers and manutacturers for dis 
tribution to plumbing dealers and heating contractors. 


NEW EDITION OF WISCONSIN CODE 
BEING MAILED. 


ee -_ 


A new edition of the Wisconsin state plumbing code 1s 
being mailed by the state board of health at Madison to all 
licensed plumbers, building and sanitary engineers, and archi- 
tects in the state. The revision was made by Frank R. King, 
state plumbing inspector and domestic sanitary engineer. 
Copies will be sent upon request to city officials, health ofh 
cers and plumbers not listed, Mr. King announced. 

The new code is featured by a large number of illustra- 
tions, sketches arranged in neat make-up with the text to 
which they relate insuring readier reference. Material on 
private water supply and sewage disposal is materially ex- 
tended over that in the old code. Tables, rules and calcu- 
lation found useful in the plumbing industry and suggestions 
to the public are also amplified. 

A reprint will soon be issued covering that part of the code 
relating to private water supply and sewage disposal to be 
sent to citizens interested in these sanitary installations 
where public water supply and sewerage systems are not av- 
ailable. 

A directory of all licensed plumbers is being mailed with 
the code. 


TRI-STATE FAIR TO BE HELD AT MEMPHIS. 





The fourteenth annual exposition of the Tri-State Fair 
will be held at Memphis, 


Several of the plumbing and engineering firms 


September 23, and will last 
eight days. 
maintain exhibits there each year and many of the local 
manufacturers. A large swimming pool at which 2,000 can 
bathe at one time was recently opened on the grounds and 
a number of new buildings are being rushed to completion 
this season. 


CITIZEN’S COMMITTEE TO ENLARGE CHICAGO 
TRADE SCHOOL. 

To keep pace with the insistent demands for more and more 
open shop mechanics in the thirteen trades that have been 
outlawed because of their refusal to abide by the wage scales 
is Committee is 


specified by the Landis Award, the Cuitize 
planning extensive enlargements of the present trade school, 


—~ 


which include new classes in plumbing and other trades. 

The plumbing course was one of the first to be started, and 
contractors who are working under the Landis provisions are 
enthusiastic in their indorsement of the value of the school 
ind of the worth of the mechanics turned out. 
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Reliable Sani 


Floor Drains 
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Fig. 7—Patented 

Dehn’s “AcmE” Deep Seal Continuous Pipe 
Trap Floor Drain with Automatic Back Water 
Valve. 

Approved and recommended by all Depart- 
ments of Health and Sanitary Engineers. These 
have stood the test for many years. 

Beware of the Infringer and Imitator with 
his contraptions. 

We manufacture a full and complete line of 
Floor Drains for every type of installation. 

Catalog free upon request 
Compound Injector & Specialty Co. 
Established 1897 
Originators, Designers and Sole Manufacturers ef 


DER eSD 


419-421-D North Laramie Ave., Chicago, U.S.A. 
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Economy Boiler Seal 


is a powder, and remains a powder until 
you reduce it to liquid by adding water. 
Then one can will go as far as three cans 
of liquid compound. Why buy water? 





If you are not using ECONOMY to 
repair cracked, leaky boilers, you are 
overlooking the best bet in the business. 
It is economical to use and saves 100 
times its cost. 

You can keep a 
good supply on 
hand—-it will not 
deteriorate. 


Order from your jobber 


ECONOMY SCALE 
REMOVER CO., Inc. 
Chicago Heights, III. 
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E GALVANIZED, 


Goose-Neck Syphons 


Made with clean, smooth 
surface from high grade 
iron. Uniform in size. 

All styles and sizes, to- 
gether with cross bars and 
levers complete. 

The full line of Riverside 
Products are described in 
catalog 9—write for a 


copy. 
Foundry & 





Riverside 


Galvanizing Co. 
500 Harrison St., Kalamazoo. Mich. 
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"PLENTY OF 


HOT WATER 


NO EXTRA EXPENSE 


¢ “ 
> Write for full detaila 
J THE HOTSTREAM HEATER co. 


‘Makera of Heatera that Heat’ 


CLEVELAND, Ohio : 
Wealao makeacom- 
plete line of Gas and 
Aerosene Water 

Heaters. 








if 
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INDIRECT WATER HEATERU 


























‘sXPDNC” 


Reverse Trap 
XPDNC Reverse Trap 
Closet of latest design em- 
bodies the newest ideas in 
rap construction. 
It is offered where a 
1>« we! { 1] | W i rk aa, ¢ le Ver- 
lv designed closet ot this 
type is desired. 
| Ask your ica4©re 
for it. 
Made of Castex Whitest 
Vitrified China 


Reverse 


st Tobber 











CHICACO POTTER’ 


1924-40 CLYBOURN. AVE. CHICACO. 


ILL. 
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Abendroth York Heaters 


For Steam and Water Warming 


The achievement of years 
of boiler making. 
Made in Round and Square 


yl 


= Sectional Patterns in a wide 
E range of capacities. 
= Special features— 
Exceptional fire travel. 
Efficient direct heating 
service. 


Perfect circulation 
Low water line. 
Fuel economy 
Conservatively rated. 


Write for catalog 
ABENDROTH BROTHERS, Port Chester, New York 


ESTABLISHED 1840 
OUT @ LULL @ LULL @ LL © 
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RING 


or ganizer, is ben 


where he has hee: 


( | bailey, a veteran trade school 


rought to Chicago from Cincinnati, O.. 


supervising a similar school. It is thought that the very fa 


that Mr. Bailey has consented to take charge of the Chi 
project is i riarantec cy? ts Success, 
A } ‘ ‘)\? ? . ] , } ’ 
A new apprentice class in plumbing was formed this week 
[his class ditfers from those that are already in operation 


n that it will be for beginners who know nothing about the 
plumbing trade. The classes already in operation were d 


assist hel 


attain a highe r degree of 


signed primarily to pers and semi-competent jou: 


neymen to proficiency in their trad: 


ind to give instruction in plan reading and such allied 


jects as would make a journeyman competent to fill a pos 
tion as a foreman on a job 


J. A. Corboy, of M. J. 


in this movement as far as the 


Corboy Co., 1s one of the leaders 


plumbing contractors are 


oncerned 


oe ~ ee —_~ — 


J. C. GREENBERG TO SPEAK IN ST. LOUIS. 








Trade 


evening of 


Extension Bureau 
October 9 at the 
Master Plumbers’ Association of St 


Hall, lefferson anil 


National 
chiet speaker the 


re, (sreenberg, of the 
il] he the 


meeting of the 
Kagles’ 


ours, which will be held in 


7 


itavette Avenues. 
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PLUMBING AND HEATING FIRMS IN DENVER'S 
MARKET WEEK. 





August manutacturers and whole 
annual Market Week 
vith hundreds of business men from all sections of the Rocky 
While the 


time given an oppor 


During the last week of 


salers oO f | Jenver, Co le »., con | licter I t | le ir 


\lountain district as visitors in Denver. here 


vere given a good time and at the same 
Denver business houses and become personall: 
head of the different con 
wholesalers that helped make the week a 
Wolff 
J. O'Fallon Supply Company, 
Hedges-Atkin: 


tunity to visit 
icquainted with the men at the 
Among the 


hig success were the following plumbing supply firms: 


CeCrHns 


eae Corporation, M. 
Mine & Smelter Supply 
Company. 


Company and the 


Supply 








SEES BRIGHT OUTLOOK FOR DENVER BUILDING 
TRADES. 





“Building has boomed in Denver this summer,” says August 
?. Gumlick, secretary of the Hedges-Atkins Supply Company, 
and one of the largest plumbers’ wholesale suppl 


West, “and 


different plumbing establishments. 


it Denver, 
houses in the as a result there has been increased 
husiness tor the During 
the first six months of this year Denver broke all former ri 
ords for building.” 

Mr. Gumlick predicts good business in the coming month 
tor the plumbing and industry. He 
prediction on the fact that the general crop condition of th: 
State 


Denver and other 


heating bases hi 


is good and better than last year. Retail business 1 
parts ot Colorado is fair with jobbing and 


Credits 


wholesale transactions showing an increase. 


as 


tairly well liquidated both in Denver and other parts of 
state. The general labor conditions are good with few idl 


FLOAT FEATURES SANITATION 
PARADE. 


IN CIVIC 





To demonstrate to the public and particularly to the rate 
payers who provide the money, the great part played 
life of the city by the plumbing, sewerage and water systen 
Vanvou\ 


+} 


a novel display featured a recent civic parade 


B. C. Mounted on a huge truck was a full size water m 


with various connections, and beside a sewer pipe with :! 


Jumbing connections: the whole flanked at either end 
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-tructively placarded 
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ONE BATHROOM FOR NINETEEN FAMILIES. 


{ 1 
\ landlord in Umion Hill, New Jersey, so rut ¢ report 
‘ »¢ } ] ‘ ‘ ‘ ? ’ " . ¥ ? ‘ | 
rece vil Pptpzit rs | We VW ADATLINGCIII rLOou Se VITIC LC cATLLIIN 
' | , ’ ‘ , ] ] 1] 
refnted nineteen apartments dk MOVE | VT] Were Phed PPP 
} : 1 ’ ' j Bee ’ 
until they were ready to take them baths Lhen. tO thet 


surprise, the nineteen tamihes im the nineteen apartmen 
found nineteen bathrooms, but not nineteen bath tubs Lhe 
bathrooms were as described 
enamel and tiled walls, a closet, and a washbow!l But not 


cA sign ot al tul (>! show 








The Attractive Show Window of W. W. Smith, Trenton, NWN. J. 


fhe nineteen families proceeded to imtorm the landlord 
that unless he installed a tub in each apartment, and did it 


nmmediately, thre whol nineteen would leave [ . binding 


Hat. 


Chis landlord is somewhat of a wets loo install bath tub 
would costa deal Ot time vork and money So he solved thre 
problem by installing a large bathroom, with tub and showe 
im the basement ot the building bhen he threw open to 
his tenants what is probably the first community apartment 
(or how would you say that’) bathroom in the history of New 


lersey 
fo further prove that he is a genius, this landlord so ar 


ranged matters that the community tub is paving him the 


cost ot installation \fter hiring a janitor, and putting him 
in charge of the bathroom, the landlord Poste d the tollowing 
prices: 

“(old water shower bat! no service ather to clean up 
room when he 1s through five cents 


} 


“Hot water shower bath. no service, same conditions as 


ADOVE ....-. rae 10 cents 


“{ old water shower bath with service ranitor to clean up 


alter patron 10 cents 


“Shower bath with service , ...15 cents 
“Children under six vears, halt pric 
L rane limit Pov silly cshowet! hath $() Wyte SS: Epa limit 


hor isin trib. }- iiniiite 


‘ ' ! 1 ! | 
L hic t¢ nants are elated Oovet tive Wistailation ot} tive til) anc 
have tound no fault with the price schedule. But there are 


niore than one hundred persons in the mimeteen tamuhes, and 
there is apt to be congestion on Saturday mghts. This may 
vive the landlord another problem; but he’s a gemius, and he'll 


solve it. 


NGENEERING 4/> 


















The Hil PDSON exposed (Lom- 
bination Shower and Needle 


Bath for Recess 


Catalog No. 21 shows this 
aswel/asourcomplete line 
of Showers and Bath Fix 


fures. Write fo if 


Hudson Brass Works 
16 Nassau St. Brooklyn, N.Y 















sanitary fixture No inner overtlow 
tube to gather dirt or germs No closet 
necessary in back of fixture. 














All repairs made from face of fixture. Installed in 

one-fifth the time of any other fixture Can be installed 
on any built-in bath Costs one-half that of any othe 
fixture 







Leon Bloch Brass Co. 
28-30 West 22nd St New York City 












A LEAD Product for 
Every LEAD Purpose 


Lead Pipe-—-Lead Woo! 
Lead Tubing—Lead Roof Flanges 
Lead Spun Acid Bottles—Refined Caulking Lead 
Plumbers Lead Fittings—Bar Ribbon Ingot Lead | 
Bar Tape Wire So'der—Babbitt and Type Metals 
White and Red Lead—Block Tin Pipe 
Bar and Pig Tin—Pig Lead 


THE EAGLE-PICHER LEAD CO. 
JOPLIN CINCINNATI CHICAGO 








. ~ ° s9 

Heating Service 

OOK at heating systems from 

the home-owner'’s viewpoint 
of service. All your customers 
demand comfort, convenience and 
economy. To meet these requirements, 
automatic heat control is absolutely 
necessary. Sell the Minneapolis Heat 
Regulator as part of every job The heating 
system will give better satisfaction-—and 
you'll make a bigger profit. 

Nationally advertised. Half a million in use 
Fasily installed. Wrete for isterats 


INNEAPOLIS 


Hear REGULATOR Co. 
2801 Fourth Ave. So., Minneapolis, Minn. 
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Complete Water System 
200 Gallon Pump 


iz 


New prices and discounts 


on all sizes Burks Pumps. 


Write for Bulletin No. 79 


DECATUR PUMP CO. 


Decatur, Illinois 
































e 
NO ROOF IS SUPERIOR 
TO ITS FLANGE 
Therefore, some 
PLUMBER is _the 
father of every leaky 
roof. 
The Bullard 
Roof Flange 
is acknowledged as the only PER- 
FECT FLANGE by busy men 
who have made satisfying installa- 
tions. 
THE BULLARD SPECIALTY CO., Tiffin, Ohio 
4 





Can You Afford to Sell any Water System 
Without These PAUL 


y= ' Features ? 
PAID ! pyrevent 5 pan ; ; “elf-prim- 
¥ ; , 4 ) eniftter 
} Sree Sie " " 1 Nao af ie 
i ing 

t of b, 

th 
vd 
tie 
i ! j | rive pe 
. | re attention os 
Let , Ft.WayneEngineering & Mfg. Co, 


1706 N. Harrison St., Ft. Wayne, Ind. 


Service Off) os, carrying systermein stock: New York, 

Philadelphia, Boston, Minneapolis, Portland, Ore., 

Kanesa City, Mo Also service offices at Buffalo, 

Providence, R.1., Pontiac, Mich., Peoria, Ill., Madison, 
is., Wileon,. N C., Ornaha, Ne 





There is a Paul Water 
System to meet all re- 
Quirementsa of any capac- 
ity. pumping from ehal- 
low or deep well, cistern 
or epring 















Don't Be Content 


With Ordinary Roof Flash- 


ings 


Specify and Use the 
Reliable 


“S IM PLEX’’ 


Made in 
All Lead—Copper—Galvan- 
ized Iron 
Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


Simplex Mfg. Company, 213 W. Austin Ave., Chicago 


Canadian Representative: 


W. H. Cunningham & Hill, Ltd., Toronto, Ont. 











TEXAS FIELD SECRETARY ASSUMES DUTIES. 

A meeting of the board of directors of the Master Plumbers’ 
Association ot Texas was held in Dallas on August 25 and 
26, 1922, with a tull attendance. A great deal of enthusiasm 
was expressed by all concerning the future of the association. 

L.. A. Miller, of Davenport, Iowa, assumed his duties as 
field secretary. He is a young man of pleasing personality 
and the association ts looking forward to a larger and better 
organization through his work. It will be among his duties 
to travel over the state visiting the masters plumbers and 
using his influence to bring them closer together socially to 
help the people to learn of the importance of the Association 
and to endeavor to bring about a fuller understanding be 


| 
| 


he public and master plumbers. 


tween f 


TWO LARGE HOSPITAL CONTRACTS LET IN 
ST. LOUIS. 

Faith and Company, Philadelphia, was awarded the con- 
tract for the installation of the plumbing, heating, electrical 
equipment and all other mechanical equipment tor the new 
United States Public Service Hospital which is being erected 
at Jefferson Barracks, just outside the city limits of St. Louis. 
The contract involves about $350,000. The hospital when 
completed will have 500 beds. A group of seven buildings 
is being erected in connection with the hospital. 

The Kupferle Manufacturing Company, 600 North Broad 
way, was awarded the heating and ventilating contract for the 
new hospital for children which is being erected on South 
Kingshighway by the Shriners. 

C. O. Smith, of St. Louis, got the contract for the plumb- 


ing. Each of the contracts calls for the expenditure of about 
$24,000. 





OMAHA MASTERS AND JOURNEYMEN CONFER 
ON HELPERS’ STATUS. 





At a meeting of the Omaha Master Plumbers’ Association 
last week, five members, J. J. Hanighen, chairman, J. Ander- 
son, W. F. Schollman, J. J. Ostranic and A. L. Echholz, were 
appointed as a committee to hold a conference with the jour- 
neymen plumbers and steam fitters. 

As a result of this meeting the master plumbers expect 
to reach an agreement with the journeymen relative to a 
working agreement with the helpers for the plumbers and 
steam fitters. Up until the present time the journeymen have 
contended that they had the absolute voice in directing just 
what work the helpers will do, while on the other hand, the 
plumbers have said that this authority was vested in them. 

\ working agreement, beneficial to all, is expected to result 
from this meeting, according to E. H. Brown, secretary 
ot the local association. 


STRIKES CURTAIL ST. LOUIS CONSTRUCTION. 


The effect of the railroad strike is being felt more and 
more each day in the plumbing and heating industries, accord 
ing to A. B. Pierce, vice-president and general manager of 
the N. O. Nelson Manutacturing Company, manufacturers 
ot plumbing and heating equipment and supplies. He says: 

“We have been having trouble for the last month in getting 
cars to ship raw materials to our plants and also tor the ship 
ment of finished products. If the strike continues our diffi 
culties will increase. It is unfortunate that the coal and 
rail strikes came in a year which had every indication ot 
being a big year for all kinds of business. 

“The transportation difficulties naturally make the handling 


of raw materials and finished goods more expensive and add 


to the cost of the goods. 
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“The strike is affecting to the greatest extent the large 
contracts. For instance we are being delayed in completing 
our contract for the Bellerive Hotel in Kansas City because 
we cannot get some of the equipment specified. 
“Here in St. Louis we expected to be delayed in complet 
ing the work at the new Gatesworth apartments. This con- 
tract called for 165 baths. We could not get the 


specified and it was necessary to substitute those of another 


material 


manufacturer, which the owner consented to. 





In New Showroom of Ruud Mfg. Co., Kansas City, Mo. 


“The small plumber is feeling the pinch of the strike to 
some extent as he cannot get some specified articles needed. 
Screw pipe we are getting trom hand to mouth. 





FUEL ECONOMY EFFECTED THROUGH AUTO- 
MATIC TEMPERATURE REGULATION. 
(Continued from Page 457.) 
saving of at least 15 per cent in his fuel bill by proper auto- 
matic control. This is based on the known tact that prac- 
tically every heating system is permitted to generate addi- 
tional heat after the house temperature has reached the nor- 
mal or desired point. The only way to insure against this loss 
of additional heat is by automatic control since we are all 
human and are not inclined to manually change the drafts or 

supply valves until discomfort makes it necessary. 

By failure to close off the heat at the proper time, the well 
designed and efficient heating system sold by the contractor 
proves to be more expensive in the matter of fuel consump- 
tion than should be the case. A carefully selected regulator 
furnished by a good reliable manufacturer should be sold 
with each system. It will pay for itself in the amount of 
fuel saved and it will make a better satisfied customer for the 
contractor. 

The contractor should have no difficulty in selecting a good, 
dependable regulator from the several high grade lines which 
These come in various types and at 
The best 
types, of course, are those which provide for the automatic 
lowering of the house temperature during the sleeping hours 


are being manufactured. 
varying prices to suit the pocketbook of the owner. 


which unquestionably results in fuel economy. For those 
who cannot afford the cost of the highly developed models, 
there are other types which are sold at lower prices. 

Many improvements have been made in regulator construc- 
tion by the manufacturers during the past few years, and be- 
cause of the great amount of convenience which they offer 
and the appreciable saving in fuel consumption, I predict that 
in these times of high prices of fuel, they will steadily gain 


in popularity. 
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QUOT TTT eH Tenet LLtELs WV, 


Pierce Smokeless 
Updraft Boiler 


CAPACITIES 
From 1400 to 10,000 Steam 





From 2325 to 16,650 Water 
Order from us or through your local jobber 


Pierce, Butler & Pierce Manufacturing Corp. 
: Brooklyn NEW YORK Philadelphia 
Boston 
E 


Baltimore 
Worcester Detroit Syracuse Newark Washington 


: 
: 
: 


TT eT en ile Lil 
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cry Buy O-B Quality 
L First Valves 
»~ From Your 
at Supply House 


\ ade ~The Ohio Brass Company 
Mansfield, Ohio 


80 Church St. 343 S. Dearborn St. 710 Witherspoon Bidg. 


New York City cago Philadelphia 
WM. P. HORN CO., Pacific Coast Agents 
Los Angeles Seattle Portland San Franciseo 
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5 ome Sy / Boiler 
: 3 Simplex Boiler : 
— ad 
= a hen : paetpored o 
: — BB Stand 
2 “Made in Malleable Iron or Brass 
= ip * apperting Stenlbe Stronger, gives larger circulating 
So => opening than castiron stands. 
= Will carry twenty sizes of boilers. 
Supporting arms easily attached to all 
| nd Pie Sizes. 
Adjustable to any height. 
The SIMPLEX costs less in labor, 
saves leaks -no place for dust or ver- 





min to collect. 





Write for Circulars 


SIMPLEX BOILER STAND CO. breciiyn. NY 


PNUGVDEAEDCIUAGDNVANDEDNAACSUTUNEED INNATE 





Ue Ue TL 








a tee a ee a ee 


Red fop Relie(/’ Valve 


Makes “closed” plumbing systems “open” In 
emergencies of excessive hot water pressure. 
Works on Infallible deadweight principle. 
Every plumbing dealer should know 
about it. Write 


AS | PHILADELPHIA METER CO 
' Philadelphia, Pa. 

' Tell me about the RED TOP. 

| 












Name 
Address 


Philadelphia Meter Co. ! City & State 
942 Real Estate Trus! Bidg. 
PHILADELPHIA -_ PA. | Jobber’s Name.. 


“ee eee 
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Ohe 
WILEY SAFETY VENT 
VAPOR REGULATOR 


Provides the best 


LIFE AND ACCIDENT INSURANCE 


for your vapor heating boiler 


PL DOLL ui 4 


DIAMINE 


A peerless quality 
product manufactured 
and sold exclusively by 





The Simplex Heating Specialty Co., Inc. 


Lynchburg, Va. 
OLE L@ Hn 
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ACME Drinking 
DETROIT Fountain 


Adjustable to All Pressures 


A strictly sanitary fixture suitable for use in all classes of buildings. 





The price is right, too. 
We make a line of high grade 
Basin Cocks Wash Tray Bibbs 
Sink Bibbs Sill Cocks 
Drinking Fountains Boiler Drain Cocks 
Solder Nipples 


lf your jobber hasn't our goods in stock write us, giving his name. 


Acme Brass Works, Detroit, Mich. 


Eastern Representatives: Kessel & Muller, New York 
Western Representative: H. E. Crum Jr., 79 W. Monroe St., Chicago. Ill. 
ait TL @ Us 
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Everybody 
Likes It 


Wherever the Gopher | 
Combination Sink Faucet 
and Drinking Fountain i: 
used, it is highly ap. 
proved. | 
The “three-in-one” fea 
ture and splendid appear 
ance make an instant ap. 
peal to the housewife. If . 
you have not seen this 
fixture, order one today 
you ll want more. 





All good jobbers carry the Gopher 
Line of Fuller, Compression, — 


Opening and Ground Key ork, 


Ball Cocks, etc. 
. (Established 1892 
Union Brass & Metal Mfg. Co. ,, trsPisnes 182) 


See OLIU UU SOLU HU SE eT @ LULL 
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eee elU ein eit Sa) LL 


' 
* 





Signs Point to a Big Year 


Stock up with 
“B&C” Plates and 
be ready for the rush. 


30 Years of Quality 
and Service 


Ready to serve you. 


THE BEATON & CORBIN MFG. CO. 
SOUTHINGTON, CONN. 


The Old Original Company 





No. 10 Steel 
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[Patents. 








Plumbing Department. 
1,424,955. George H. Van Eck, Tampa 
kla. A toilet bowl having an internal suction chamber therein: 


Ventilating Toilet. 
arranged above the water trap, a second chamber arranged 
adjacent to the water trap and communicating with the in 


terior of the bow! and passageways in said bowl connectiny 


the chambers. 
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1,424,955 


1,426,519. Bathtub. Thomas J. Swift, Minneapolis, Minn. 
\ self-contained, upright, cylindrical, monolithic bathtub hav- 
ing a radial extension of less width than the diameter of said 
tub and terminating below the top thereof to provide an 
entrance, said tub having a hollow base and said radial exten 
ion comprising spaced front and rear walls providing a com 
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partment communicating with said hollow base for the in- 
stallation of water supply fittings, whereby the controls fot 
said fittings may be positioned on said outer wall of said 
radial extension and adapted for operation outside of said tub, 
substantially as described. 

1,426,976. Fireplace Water Back. 
France. Ina fireplace water back, upper and lower headers, 
a double row of curved water tubes connected with the 
headers, the concave curvatures of the tubes being dis 
posed towards the back of the fireplace, the curvature of 
the tubes forming the outer row being of greater diameter 
and more accentuated than the curvature of the inner row, 
a row of water tubes constituting a fire grate connected with 
header connected with the last 


Gustave Gabet, Paris, 


the lower header, a front 
mentioned row of water tubes and arranged at a higher leve 
than the lower header, and means connecting the extrem 
ities of the front header with the upper header. 
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1,426,841. Flush Valve. Henry W. Schwab, Muscatine. 

lowa.- In combination, a flush valve comprising a valve 


proper, a rocker arm fulcrumed above the valve, a rod attached 


to one end of the rocker arm, a dipper situated in the bod, 


portion of the valve and arranged to receive the force of the 





water when the valve is open, said dipper being rigidly 


mounted on said rod and supported thereby, and a second 


rod attached to the other end of said rocker arm and attached 


fon The valve proper. 








1,426,841. 


1,426,509. Flushing Tank. Fletcher C. Rood, Walla Walla, 
Washington. A closet bow! formed with a bowl portion and 
with a separate reservoir portion at one side thereof and below 
the top thereof and communicating at its top with the top of 











1.426.509 


said bowl portion, means for supplying water to said reser 
voir, a valve mechanism interposed to control the flow of 
water through said reservoir and to said bow! and means for 
operating said valve mechanism. 
Heating Department. 

1.424.760. Burner for Gas Fires. John H. Grayson, Athens. 
Ohio, assignor to The J. 
Athens, Ohio. 


H. Grayson Manufacturing Com- 


pany, In a burner construction for natural 
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2 BARRET I 

Sewer, Tide and Back Water Trap 
= Specified by United 
States Government = 
© and leading archi- 
= tects of the United 
2 States. 
MANUFACTURED BY = 
115-121 Pearl St. = 
James Barrett Mfg. Co. pone. “Macs, 5 
meinen tt rT 4 ie 
71/2 AVANKNNHMCHMNKAMNMMOMNNMNMNMNMUMMNNM 
3 souste Rou arte OR lasting quality and true 
+ eae i capacity use ‘‘Koven’”’ Pure Iron 
¢ Rte “1 Double Row Riveted, Galvanized 
; ae te : 
Range Boilers, or Naco Galvanized 
Range Boilers made of open hearth 
steel. These boilers may be bought 
of jobbers everywhere. 
L.O. KOVEN © BRO. 
154 Ogden Ave. Jersey City, N. J. 
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ti. vitreous chine tank 
with o set of re! fittings 





i We 


LWERMANN COMPANY 


Rabirson,. Illinois 











Tite-Jomn | 


Have you Tried Kemoline 
Tite-Joint? If not, you are 
overlooking the easiest and 
best method for making 
absolutely tight pipe joints 
against steam, water, oils, 
air, gas,etc. Will not harden, 
dry out or deteriorate. Clean 
and easy to handle. Prevents 
rust, corrosion—will not clog 
valves or small pipes. 





One of the Kemoline Products 
Inquire about the others If your jobber does not carry 


write us direct 





Camden, N. J. 


Kemoshyne Products Inc. 
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A Material You Prefer to Install 
ee ogy The Dickey Septic Tank 

is made in sections of 

Raffle Vitrified Salt Glazed Clay 
Plate and is as casy to instal! es 


Vitrified Sewer Pipe. 


No forma, bolts, or re- 


Round inforcing to complicate the 
Inlet or \ 

Outlet wore. 

Opening - 


Your customer will also 
prefer this permanent ma- 
terial when he understands 
its merits as you know them 
from experience. 


W. S. DICKEY CLAY MFG. CO. 


KANSAS CITY Established 1885 MISSOURI 


P stented 





Write for complete details 








MR. PLUMBER: 
The “Perfection” Septic Tank 


PATENTED 


SEWAGE DISPOSAL, WITHOUT SEWERS 


Sold Only By Jobbers in Plumbing Supplies 


t is manufactured in and delivered from 27 cities, from 
Maine to California Do you realize the big eppertun 
pe LO you to eo after and ¥7s oe — bus 
— ness? Write Dept. E information. 


On ieee Gene. ™ It's Free 
2G rckas ha dats aoe ; United Cement 
; FIC TANK Pov 

: Products Co. 

Sele Manufactarers 

Executive Offices 
27 E. Vermont St. 

Indianapoks Ind. 




















“Thrift” House Heating Range 


Heats 8-room house by hot water. Gives 
separate domestic hot water. Cooks and 
bakes. Noextracoal. 350 sq. ft. of radi- 
ation. 70° in zero 
weather guaranteed. 










No. 2 


Write for details. Exclusive 
N agents wante 
r 
Domestic Zimmerman Stove Heater Corp. 
Supply Jamaica, N. Y. 














Deegan’s 
THREAD-JOINT SEAL 


Leaks 
Rust 


Hardening in joints 
Dirty hands 
Cause for worry 


Deterioration 
eum Better produc's made 


COMPARE IT WITH LEAD 








Holds the pressure and 
does not harden 


If your supply house does not carry Deegan’s Thread-Joint Seal, send 
us his name and we will see that you are supplied. 


Chard & Howe 236 Front street 
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gas and for artificial gas, a plurality of grids, a mixing tube, a 
manifold between the grids and the mixing tube, having a 
cross-sectional area at least as large as the sum of the effective 
apertures of the grids, means for constricting the said cross- 
sectional area and a gas admission mechanism having a vari- 


able orifice. 








1.424.760. 


424,944. Walter Reenstrom, Chicago, III. 
In a ventilator, the combination with a plurality of 
telescoping sections having their adjoining edge portions 
longitudinally extending 


Ventilator. 


— 


overlapping and secured together; 
reinforcing bars connected to said sections, the upper portions 
of said bars being extended beyond the upper edge of the 
upper section of said ventilator; a hood carried by and secured 
to said bars in spaced relation with respect to the said upper 
section; angular downwardly and outwardly inclining aprons 
carried by and secured to the upper edge of each of said 
sections, and openings formed at the upper ends of each of 
said sections, substantially as described. 


1,424,944. 





1,426,362... 


1,425,028. Ventilating Device. De Witt Taylor Lyon, Chi- 
cago, Ill., assignor of one-half to Frank Mellish, Chicago, 
Ill. A device of the character described comprising a frame 
cast antegrally of metal and having a cylindrical body portion 
adapted to be secured in the port of a ventilating duct, said 
body portion being provided with a spirally directed rib ex- 
teriorly thereof, a cover for said body portion, said cover 
heing cast integrally of metal and formed with a plurality of 
spaced apart guide legs extending at right angles to the plane 
of the remote side of the cover, each of said legs being 
formed with an inwardly extending rib arranged to engage 
with said spirally directed rib, and a set screw screwing 
through a threaded opening in one of said legs for engage- 
ment with the body portion, whereby the cover may be main- 
tained in adjusted position relative to the adjacent end of the 
body portion. 

1,426,362. Pipe Wrench. John William Donald Cook, Lon- 
don, England. A wrench of the character described, compris- 
ing an inner member, an outer member, a pivot pin mounted 
in said outer member, a square jaw upon said inner member, 
an arcuate jaw upon said outer member, a shank to said inner 
member, said shank adapted to slide freely through said outer 
member in one position, and said shank having a series of 
notches adapted to engage said pivot pin as said Jaws are 
closed from said position, and a shoulder upon said shank, 
said shoulder being formed upon the rear edge below said 
series of notches and projecting beyond the outermost por- 
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tions of said notches, to engage said pivot pin for preventing 
complete withdrawal of said inner member from said outer 
member. 

1,425,370. Air Exhaust for Vapor-Heating 
Arthur P. Crosby, Minneapolis, Minn., assignor of one-hali 
to William T. Price, Minneapolis, Minn. 
vapor system, comprising, a casing having ports 
cation with a radiator and with a return pipe, a 
mounted in said casing and communicating with said return 


Systems 
A return seal tor a 
in communt- 


siphon 


pipe and having a restricted passage in the upper wall oi the 
arch of the siphon above the level of the liquid when siphonic 
action begins and through which passage air is sucked from 
the radiator intermittently to break the siphon, a check valve 
in the radiator port adapted to automatically check flow into 
the radiator and a check valve in the lower end of the short 


leg of the siphon adapted to prevent the liquid in the siphon 
from entirely exhausting. 





1,426,441. 


1,426,441. 


cago, 


John H. Zoerman. Chi 


Thread-Cutting Tool. 
Ill. A device of the character described comprising a 
pair of members adapted to lie substantially parallel to each 
other and having coacting die faces on adjacent sides, a paii 
of ears projecting laterally from each member adjacent an end 
thereof, projecting 
members, a member having a threaded shank pivotally mounted 
between the ears of each pair of ears, and a handle threaded 
on to each oi said shanks, substantially as and for the pur- 
poses described. 


said ears from opposite ends of the 





George Roach, of Long Island City, N. Y., has moved his 
plumbing and heating busines from 129 Cresent Street to 131 
Beebe Avenue. 





Will Report Regarding Periods of Depression. 
Announcement was made last week that the 
Conference on Unemployment has begun to prepare recom- 
mendations for lessening the severity of intermittent business 
depressions, and in consequent reducing unemployment. After 


President's 


having been in the hands of a number of experts for several 
months, the report on “Unemployment and Business Cycles” 
has been transmitted to the Committee on the Business Cycle, 
and the latter is now at work on its recommendations. Final 
action on the recommendations will be taken when the com- 
mittee meets in Chicago on Oct. 2. The committee consists 
of Owen D. Young, chairman; Joseph H. DeFrees, Matthew 
Woll, Clarence Mott Woolley, Miss Mary Van Kleeck, and 
Edward Eyre Hunt. 
Secretary of Commerce Hoover, will be published on Dec. 1. 


The report, with an introduction by 





Certain Test—Two fishermen angling in a river, 

when one suddenly dropped his rod. 

“Did you see 

that cliff over there into the river?” 
“Don’t get excited, Bill,” soothed the other. 

a movie actor makin’ pictures.” 

“But, my stars! How kin we tell?” 


“Well,” counseled the judicious one, “it he 


were 


“Say!” he ejaculated. that feller fall off 


a Mebbe it was 


drowns, he 
ain’t.”—Epworth Herald. 
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Raymond’s 
Lead Roof Flanges 


Manufactured by 


Raymond Lead Works 


735 S. Washtenaw Ave. 


are the Best 


SIMPLICITY OF DESIGN—EFFICIENCY IN SERVICE 
— RECOMMEND THEM 


Use No Other 


If your JOBBER does not handle them send your 
order to us direct 


Chicago 
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‘E-Z Faucet 


| FOR LAUNDRY TRAYS 


\ll brass with 
halt 
inch umions and 
couplings with 






”~ 


| 
, . 
P ’ 





BM! standard 


hot and C¢ td Con- 
Necrions, (Puls k 


+ —_—-_— $< compression 








+ ee valves. Swinging 
é: nozzle for 2 or 2 part tub. Clamp quickly engages 
tub. A sale with every laundry installation. 
Send for Circular. THE E-Z MFG. CO. 


714 Buliders Exchange MINNEAPOLIS, MINN. ; 
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Gerstein 


Cisternand Riveted 
Pressure Boilers 
one 


can he described in 


word 


Everlasting 





They not only last but vive continuous, Satistactory 
service. | . 
Made in any size, pressure or capacity desired. 





Write for details 


Gerstein Bros. & Cooper 
Coppersmiths 


1-3 W. Third Street So. Boston, Mass. 
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$2.00. One inch $4.00. 


WANTED COMPETENT PLUMBING 

and heating salesman Must be able 
to take off heating and plumbing from 
plans State experience, salary ex- 
pected, In first letter Southwest city 
of 35,000. Livine conditions Ideal. Ad- 
dress 608, “Domestic Engineering,” 
1900 Prairie Ave., Chicago 8-12/9-16 


WANTED FIRST CLASS COMBINA 
tion man ust understand plumbing 
ind heating ther ighly anmcd = tye aA gpoood 
acd w 1 ' 4 tar §* hours | Ti 
ehop In lowa town of 25,000 ldo not 
ippiv ur usties Address 619 
Domest hy t riy byou Prair 
\ve, Chicago, I 9-9-16 
For Sale 
ed i (oi Tk DISPOSAIT-—TWoO 1975 
rt = iS inch steam Boilers SH00 
each 1O0o0 ft used steam radiation, 
ce per tt i TF ised water radiation 
oD tye per ft Six and kight inch, extra 
heavy 7. pipe and fittin if price, 
les ii) mndd oo \ddress Henry 
Mever hucyrus (ohio 9-9-1656 
FOR SALE 


Wall Radiator Brackets 


We have 3000 Wall Radiator 
Brackets to dispose of, either in 
small or large quantities. Price 
each, 80 cents. Special price on 
lots of 100 or more. We will send 
a sample Bracket C. O. D. for 


your approval. 


A. W. DOVEL 
40 Boerum Place, Brooklyn, N. Y. 


Miscellaneous 
W ANTED—UNION PLUMBER TO BUY 
half interest and manage branch 
shop with salary. Five Hundred Dol- 


Located in Southern Illi 
Christo- 


lars needed 
nois Coal Fields HHRoe & (*O., 
rybie 1]! 


& cents for each word including heading and address. 
Cash must accompany order. 








eI an 


DOMESTIC ENGINEERING 


i Classified Advertisements } 





TIME SHEETS JOB TICKETS, ESTI- 
mating blanks, ete., for plumbers. 


Small or large lote Reasonable. Sam- 
les and prices aig Prompt service 
Louis Fink & Sons , Laurel Springs, 
N. J 7-30 tf 


SELIL US YOUR SURPLUS PIPE COU- 
plings Write us The A. & J. Mfg 
(o,, 557 W. Lake St., Chicago. tf 


We pay good money 
for unused couplings, 
that you throw away. 
Send us list of your 
accumulation. 


John W. Moon 
1420 Chestnut St. 
Philadelphia, Pa. 


SEND FOR FREE BOOKLETS, “HOW 

to Systematize the Store Room and 
Itnild Kin Raeks” and “Hadco Safe- 
guard System for Checking Time, Mate- 
rial and Tool Losses in the Plumbing 
Shop,” and samples and  ~prices of 
Piumbers’ — strated Bin Labels and 
; Haddon Bin Label Co., 
Haddon Heig = a. 


Government Proposals 


TREASURY DEPARTMENT, SUPER- 

Vising Architect's Office, Washington, 
D. C.,. August 26, 1922 Sealed pro- 
posals will be opened in this office at 
$p. m., September 21, 1922, for a toilet 
room for women in the United States 
Post Office and Court House, Albany, 
N. Y., in accordance with specification 
and drawing, copies of which may be 
had at this office or at the office of the 
(custodian, Albany, N Y., in the dis- 
eretion of the Supervising Architect. 
Jas. A. Wetmore Acting sail eee | 
Architect 9-9-16 


Books for Your Trade Library 


THE TABLE OF ESTIMATED RADI- 

ATION. By Harry B. Perri Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from atandard recognized rules and 


Count seven words for keyed address. 
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September 9, 1922 


| 


simplified to a degree that makes it 
readily understood A any man with 
even a limited knowledge of heating. 
T\ro tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloidé—making four 
pages in all. Substantially boun Bize 
4%x7% in. Saves time tw \ mans 
errors. Price, postpaid $1.0 


Minimum 








MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, ete. No matter how large or 
small your business, you need this 
book. Size, 4%x 6% Inches. Over 100 
pages. Price, postpaid, $1.50. 


Oe rier AND ANSWERS ON THE 

PRA E AND THEORY OF SANI- 
TARY SLUMBING. By R. M. Starbuck. 
Vol. 1. Contains 400 questions with 
complete and comprehensive answers, 
covering everything the plumber 
should know regarding drainage and 
venting. A thoroughly practical plumb- 
er’s reference book brought up to the 
latest requirements In plumbing prac- 
tice. Explains technical terms, nee 
rules and tables and is fully lus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size 5x7 in. 160 pages. 
Cloth. Price, $1.50. 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In eompliling this 
book, Mr. Balillet has used data taken 
from actual business experience. 
Shows how to figure properly the cost 
of doing business and the eorreet per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%x7 in. 128 pages. 24 tables. Cloth. 
Price, $1.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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No. 66 


Backed by 40 Years’ Experience 


Why put a noisy ball cock into a closet tank that is sure to be’an 
annoyance as long as it lasts? 


The Sherwood Ball Cock 


is quiet in operation, so simple there is nothing to go wrong, and made of 
materials that give durable service. 
Guaranteed to close positively under any pressure up to 150 lbs. 


Use the SHERWOOD both on your new and repair work. 


Order from your jobber 


Sherwood Brass Works **** 


n and Mt. aeett Aves. 
DETROIT, MICH 
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